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EWS 5 BD E Natural Gas-Driven 9°54 Room Units 
DODPrE CompressorTo Power May Be Cleared 


Frozen Food Groups Discuss 
Solutions to Fixture Shortage 


F. TAUBENECK 


Story of the Week 

Gags of the Week 

Verse of the Week 

Dad Was a Success, 
Right? 

News for Advertisers 

And What’s Your Hobby? 


True Anecdote 


They Were Mighty Right 
| Take It Easy, Bub 


Story of the Week 


FOR ADULTS ONLY, stated a 
movie marquee. 

Young couple appeared at the 
box office. The wife had a baby in 
her arms. 

“Neither of us is 21 yet,” ex- 
plained the husband. “But won’t 
you please let us see the show?” 


Gags of the Week 


A politician has to be able to see 
both sides of an issue so he can 
get around it. — Wall Street 
Journal. 


A woman looks another woman 
up and down to see what she is 
wearing; a man looks a woman up 
and down to see what she is 
clothing.—Ohio State Sundial. 


Too many of us could go a lot 
farther if we were willing to give 
an inch. 


Verse of the Week 


Spring, spring, beautiful spring, 
When a girl needs everything 
new; 
Gowns that flatter, hats that sing, 
Skirts that hug, and boy friends, 
too. 
—Wilshire View 


Dad Was a Success, 
Right? 


“Nearly a year ago, a man left 
our shop because of illness,” writes 
a subscriber. “Since that time, he 
has spent too many months in hos- 
pitals. We hear that he won’t live 
much longer. 

“IT went to work in that place 
only a couple of months ago, but 
something happened the other day 
that makes me feel I know him 
better than men who worked side- 
by-side with him for 10 years. 

“A boy, maybe 13 years old, was 
loitering around. He walked up to 
me and inquired how I was doing. 

“I told him things were sort of 
slowed down. And I asked him 
why he wanted to know. He told 
me he was a son of the sick man. 
And then he said: 

“‘So things aren’t so good, eh? 
I knew you people would miss my 
Dad.’” 


News for Advertisers 


According to the Saturday Re- 
view of Literature, advertising re- 
; searchers employed by Proctor and 
; Gamble discovered that 40% of 
a polled group believed soap which 
had been concentrated meant that 
the Pope had blessed it. 
Please don’t blame “Dope” for 
this—we’re merely quoting. 


If I were king for one day, I 
would make every program in 
(Concluded on Page 8, Col. 3) 


New Conditioner Line 


FORT WORTH, Texas—A new, 


- patented natural gas-driven power- 


ing device for refrigeration com- 
pressors will be placed on the mar- 
ket later this year by a Texas 
manufacturer. 

The same firm also plans to pro- 
duce and market a line of residen- 
tial and commercial air condition- 
ers in sizes from 2 to 10 tons, 
making use of the gas-driven re- 
frigeration compressor. 

The announcement was made in 
Ft. Worth by Luther D. Prescott, 
president of Cobell Industries, Inc., 
and designer Thomas W. Carra- 
way, veteran refrigeration and air 
conditioning engineer, and designer 
of the device. 

Prescott’s company has signed 
an exclusive contract to produce 
and market the Carraway develop- 
ment. First units are expected to 
be delivered by fall. Research and 
development on the invention is 
complete, the announcement stated. 
However, pilot models of the air 
conditioner are to be field tested 
this year. 

The big advantage claimed for 
(Concluded on Back Page, Col. 4) 


I-H Names 2 In Expansion 
Move to Contract Mfg. 


EVANSVILLE, Ind. — Interna- 
tional Harvester Co’s. Refrigera- 
tion Div. is planning extensions in 
its operations to include the man- 
ufacture of refrigeration products 
for other firms on a contract basis. 

This was announced by C. D. 
Harris, general manager of Har- 
vester’s Refrigeration Div. here, 
in making known the appointment 
of R. T. Robinson and T. P. Hyde 
to the new positions of manager of 
contract sales, refrigeration prod- 


(Concluded on Page 4, Col. 4) 


Before ’55 Season 


DETROIT—Based on such re- 
ports as have been made available 
on sales of room air conditioners 
at retail thus far this year, there 
seems to be a fair chance that a 
goodly percentage of the substan- 
tial “carryover” of 1954 models 
may be cleaned out before the big 
selling season begins. 

Here are some of the reports that 
would indicate that the inventory 
of 1954 models is moving at retail: 

. .. Retail sales of room air con- 
ditioners for the first six weeks in 
St. Louis are reported as being 
greater than sales for the first 4 
months of 1954. 

. . . Some of the major discount 
houses in the Chicago area which 
have been conducting “bargain” 


(Concluded on Page 17, Col. 1) 


Shana Introduces New 
Line of Combination 
Air Conditioning Units 


CHICAGO—An extensive line of 
combination air conditioning units 
has been introduced to the indus- 
try by Shana Mfg., Inc. here, it 
was announced recently by Harry 
G. Shaffer, president. 

Twenty-four different sizes of 
combination units in one complete 
self-contained cabinet for both 
heating and cooling are now avail- 
able to “meet the needs of the 
ever-growing new builder’s market 
as well as the replacement market 
in existing homes,” it was stated. 

The new line, which was pre- 
sented at the recent Heating and 
Ventilating Show in Philadelphia, 
consists of 2 and 3-ton air-cooled 
or water-cooled combination units 


(Concluded on Page 17, Col. 4) 


Ari Conference Uses Sales Conference 
Techniques To Dramatize Expanding Markets 


ATLANTA—Last in the current 
series of educational conferences 
and exhibits for the air condition- 
ing and refrigeration industry was 
held at the Atlanta Biltmore hotel 
here March 17 to 19. 

Departing from the pattern of 
previous such events, Air-Condi- 
tioning & Refrigeration Institute 
staged a sales conference with 
several top-flight speakers in an 
attempt to dramatize “expanding 
markets” for air conditioning and 
commercial refrigeration. 

In addition, educational talks on 
the technical side of service with 
emphasis on actual demonstra- 
tions were sponsored by Refrigera- 
tion Service Engineers Society. 


Detailed accounts of several of the talks 
given at both the sales and service engineering 
sessions will be published in future issues of 
AIR CONDITIONING & REFRIGERATION 
NEWS, as will some pictures of the exhibits. 


In conjunction with the confer- 
ence there were meetings of Regions 
4 and 12 of Air-Conditioning & 
Refrigeration Wholesalers Associa- 
tion, the Southern Association of 
RSES, product groups of ARI, 
and the RSES Service Managers 
Club. 

Some 70 manufacturers had dis- 
plays of an educational nature in 
the exhibit hall of the hotel. The 
exhibits were open in the after- 


noons only of the three-day con- 
ference, leaving the mornings and 
evenings free for educational and 
entertainment sessions. 

George S. Jones, managing direc- 
tor of ARI, served as moderator of 
the conferences devoted to sales, 
and Paul B. Reed, education direc- 
tor for RSES, moderated the serv- 
ice engineering sessions. 

Many phases of the broad air 
conditioning and refrigeration in- 
dustry were touched upon in both 
the sales and service meetings. 

“The horizons for you in the air 
conditioning industry are un- 
limited,” but “there is no room for 
complacency,” cautioned Jack 
Aldridge, building specialist for 
Life magazine. 

As first speaker at the session 
devoted to “Expanding Markets 
for Air Conditioning,” Aldridge ex- 
plained that “I’m very bullish 
about the market for residential 
air conditioning,” but asserted that 
sales haven't developed as fast as 
predicted earlier. 

“Something went wrong some- 
where,” he said. 

“A long-range program is needed 
to educate the American public.” 

A movie which reviewed the tre- 
mendous growth of purchasing 
power in the American middle 
class and predicted the “biggest 


(Concluded on Page 2, Col. 2) 


CHICAGO—Some new ideas on 
how to solve an old problem of the 
frozen food industry—insufficient 
cabinet space in stores—were put 
forth at the National Frozen Food 
Convention held recently in the 
Conrad Hilton hotel here. 

The convention was sponsored 
jointly by the National Association 
of Frozen Food Packers and the 
National Wholesale Frozen Food 
Distributors Association. 

It was pointed out by an indus- 


New G-E Heat Pumps 
Give More Capacity; 
Prices Are Lower 


BLOOMFIELD, N. J.—A com- 
pletely new line of packaged air- 
source heat pumps was announced 
here recently by the General Elec- 
tric Co.’s Weathertron Dept. 

The new models, in nominal 3 
and 5-ton capacities, feature a 
more compact size and greatly im- 
proved performance due to a more 
effective relationship between heat- 
ing and cooling capacity, the com- 
pany said. 

Key factor in the improved heat- 
ing-cooling ratio is a modulated 
hermetic motor-compressor  de- 
signed specifically for heat pumps. 

H. M. Brundage, general man- 
ager of the department, stressed 
that the new Weathertrons are so 
completely different from the old 


(Concluded on Back Page, Col. 1) 


Feb. Construction Starts 
Up 29% Over Last Year 


NEW YORK CITY—Contracts 
awarded for construction this 
spring set new high records in 
February, jumping 29% over Feb- 
ruary, 1954, according to reports 
from F. W. Dodge Corp., construc- 
tion news and marketing special- 
ist in the 37 states east of the 
Rocky Mountains. 

The February, 1954, figures had 
set a record for that month, and 
were 20% ahead of the like month 
in 1953. 

The total volume of awards in 
the 37 states which Dodge covers 
was $1,581,143,000, up 5% over 
January. Awards for the two 
months represented a 30% increase 
over the comparable two months 
of 1954. The biggest gain over 1954 
has been in the residential cate- 


gory. 


try spokesman that equipment for 
storing and displaying frozen foods 
in retail outlets “is still far from 
adequate to handle the _ ever- 
increasing volume. This unhappy 
situation continues despite the 
large amount of new equipment in- 
stalled.” 

At a meeting of the executive 
board of the packer organization, 
there seemed to be general agree- 
ment that it is up to the individual 
processor to seek a solution to the 
cabinet space problem. 

One suggested remedy was use 
of multi-shelf freezer cabinets in 
retail outlets to enlarge display 
and on-the-selling-floor stock. An- 
other suggestion was that some 
form of the “Automat” might help 
solve the problem. 

On the subject of cabinet place- 
ment, the operator of a chain 
supermarket said this must be de- 
termined on the basis of net profit, 
not on movement and gross mark- 
up. Cabinets cost $100 per lineal 
foot, compared with $11 per foot 
for dry grocery shelf space, he 
added. 

Another industry activity dis- 
cussed at the convention pertained 
to efforts being made to improve 
handling practices at all levels of 
distribution. 

“A great deal of attention is 
being given to this problem be- 
cause good handling practices are 
a very important factor in preserv- 
ing quality and assuring consumer 
satisfaction with frozen food prod- 
ucts,” an industry source said. 

“In this field of improving han- 
dling practices, the industry is 
making good progress, but further 
education . . . is seen as a real 
need.” 

Such education is needed par- 
ticularly for store personnel, it was 
indicated at the meeting of the 
packer association executive board. 
Incorrect storage procedure at the 
retail level often can ruin quality 

(Concluded on Page 4, Col. 1) 


Consumer Instalment Buying 
Stays at High Levels 


WASHINGTON, D. C. — Con- 
sumer instalment buying during 
January declined by $31 million, 
first decline in 10 months, but the 
figure was much less than the 
normal decline during the month. 

The decrease in January, 1954, 
for example, had been $351 million. 
Federal Reserve Board experts said 
the relatively small decline in in- 
stalment buying during January 
indicated a “fair amount of 
strength,” especially in appliance 
and auto sales. 
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Starts 
to DRY. 


Right Away! 


Drying action starts very quickly 
when you use Thawzone to clear up 
a moisture condition. 


Thawzone actually destroys mois- 
ture—it is not a mere antifreeze. 
The moisture cannot come back. 
You know the unit will not freeze up 
again unless more moisture enters 
the system. 


Use in “Freon” or methyl] units. 
Only % oz. of Thawzone per Ib. of 
refrigerant needed. At all whole- 


THAWZONE® 


= THE LIQUID DRIER 


| Curtin | 


at ll 
For All Your 
Refrigeration and 
Air Conditioning 
Requirements 


Company 
1912 Kienten Ave. St. Levis 20, Me. 


Established 1854 


Atlanta Meeting Sees Market Expansion-- 


(Continued from Page 1) 
boom in history” sometime in the 
1860’s was also presented by 
Aldridge. 


Chief Competition Comes 
From Outside Industry 


He reminded the group, however, 
that “your chief competition is 
outside your own industry—the 
automobile, appliances, television, 
travel, and resorts, which are also 
seeking the consumer’s dollar.” 

“The market for air condition- 
ing looks most promising,” com- 
mented C. M. Wallace, vice presi- 
dent in charge of sales for Georgia 
Power Co., who outlined the utility 
company viewpoint of the growth 
in air conditioning. 

Industrial applications of air 
conditioning represent an expand- 
ing market, as does the commer- 
cial field even though the latter 
“hasn’t had the push is deserves,” 
Wallace said. 

“The residential market is the 
really big field today, however,” he 
declared. 

“By 1963 residential air condi- 
tioning will represent 9% of the 
total kilowatt-hour annual load, as 
compared with the present .8%,” 
Wallace predicted. 

The utility, however, is con- 
cerned with being able to meet 
this new load, he pointed out, and 
must know what kind of equipment 
is to be installed, where it’s going, 


and when it will be turned on, so 
that the utility can have the right 
kind of power available at the 
right place at the right time. 

Presenting the woman’s view- 
point, Willie Mae Rogers, director 
of Good Housekeeping Institute, 
had both praise and gentle chiding 
for the air conditioning industry. 

“It’s wonderful to make a prod- 
uct that means so much to the 
health and comfort of human 
beings,” she declared, pointing out 
also the many things women like 
about air conditioning plus a few 
dislikes. 

Despite the latter, however, “not 
one would give up air condition- 
ing,” Miss Rogers said. 

“Women say they like the com- 
fort, cleanliness, ease of keeping 
house, the benefits to health, and 
the way air conditioning keeps the 
family at home,” she explained. 


What Women Don't Like 
About Air Conditioning 


“They don’t like the amount of 
space taken up by air condition- 
ers, their unattractive appearance, 
the musty odor, the food and 
smoke odors, and they despise the 
noise made by some units. 

“Many women,” Miss Rogers 
continued, “talked about’ the 
troubles of getting a proper in- 
stallation and wiring. We must 
educate people that they simply 
can’t just plug in a room unit.” 


She also urged that the indus- 


WE KEEP WATER-IMPURITY WORRIES AWAY 
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@ Loanalle cloau coudouson —> always high heat-transfer capacity 


We make CLEANABLE Condensers to leave you free from the worry that 
lime or other impurities are coating the inside of your condenser tubes . . . are 
cutting heat transfer capacity . . . are raising power bills. 
Because CLEANABILITY avoids progressive fouling of 
water tubes, Halstead & Mitchell water-cooled condensers 


can be designed around the most efficient . . . 
economical . . . area of copper heat transfer surface. Thus 
your first bonus is in original investment—CLEANABILITY 


at no extra price. 
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long, low-cost, trouble-free life. 


and most 


No matter how severe water conditions may be, a simple 
mechanical cleaning tool puts a Halstead & Mitchell 
CLEANABLE Condenser back to operating with new-unit 
efficiency in a matter of minutes. Thus, your second bonus— 


Most leading manufacturers have long recognized the need for, and economy 


of CLEANABILITY in all sizes. It will pay you to take no less! 


Seal 


WORLD'S LARGEST 
MANUFACTURER OF 
DOUBLE-TUBE, 
COUNTER-FLOW, 


1/3 thru 25 TONS 


CLEANABLE 
CONDENSERS 


New Market Possibilities for ‘Cooling Equipment’ 


MARKET POSSIBILITIES for air conditioning were outlined at the ARI Educational Conference 

in Atlanta by such speakers as (left to right) Jack Aldridge of Life magazine; C. M. Wallace 

of Georgia Power Co.; Willie Mae Rogers, director of Good Housekeeping Institute; and 

Cc. E. "Chet" Stackpole, general sales manager of Heating & Cooling Div., Union Asbestos & 

Rubber Co. George S. Jones, managing director of ARI, was moderator, and E. V. Dunb:r, 
general chairman of the Atlanta convention committee. 


try devise more informative adver- 
tising, prepare “clear and simple” 
instruction booklets, “give some 
serious thought to the service end 
of the business,”’ and provide more 
information to the buying public 
about financing of air condition- 
ing. 

Appropriately enough, the ses- 
sion on air conditioning wound up 
with a rousing, inspirational mes- 
sage on how to sell by C. E. “Chet” 
Stackpole, general sales manager, 
Heating and Cooling Div., Union 
Asbestos & Rubber Co. 

“In 1955 we can double our 
business if we ask people to buy,” 
he asserted. “Everybody in the 
company—from the president down 
to the janitor—should sell,” he 
urged. 


How Many ‘Cold Canvass’ 
Calls In One Day? 


“Sales meetings every morning 
are essential, not once a week or 
once a month,” Stackpole declared. 

“And before the salesman goes 
out on the streets—no later than 
8:20 a.m.—he should make 12 cold 
canvass phone calls and send out 
12 pieces of direct mail—just a 
postcard will do. Every salesman 
should make 12 cold canvass calls 
a day, and make night calls at 
least three nights a week,” he 
emphasized. 

Stackpole reviewed the many 
time-tested formulas of specialty 
selling, such as joining and work- 
ing through service clubs, etc., 
training and education of sales- 
men and customers, explaining 
that “you don’t have to do all these 
things, but use those you can do 
successfully. 

“The residential air conditioning 
business is going to be the real 
money maker in this industry,” 
Stackpole predicted. 


Future of Frozen Foods 
Industry 


Theme of the second session de- 
voted to sales was “Expanding 
Markets for Commercial Refrigera- 
tion.” Two speakers summarized 
the implications of expansion in 
the frozen food industry and the 
dairy field. 

“I ‘guesstimate’ the potential 
growth from Jan. 1, 1955 to Dec. 
30, 1960, in frozen food sales 
could be 19% greater than now,” 
declared Dr. G. Hodges Bryant, 
managing director and chairman of 
the board, Frozen Food Institute, 
Inc. 

This increase, he said, is equal 
to 781,160,302 Ibs. of frozen foods. 


“Transpose that poundage into 
cubic feet of freezer space and 
that means thousands of new re- 
tail store frozen food display cabi- 
nets,” Dr. Bryant explained. 


More frozen food cabinet display 
space is also needed for the in- 
creasing variety of products avail- 
able, such as frozen dog and cat 


food and even frozen whale steaks, 
he said. 

“Chain stores have been seeing 
the light of day, especially in 
metropolitan areas, and they are 
devoting more footage in every 
store to expanding their frozen 


food displays,” revealed Dr. 
Bryant. 
Food Chains Plan 21% 

Of Business In Frozen Foods 


“Food chain operators, at their 
latest National Association of Food 
Chains convention, resolved they 
will raise their frozen food mer- 
chandising sights to reach 21% of 
their total store sales in frozen 
foods by 1960. That means a lot 
of sales for the refrigeration in- 
dustry,” Dr. Bryant suggested. 

As for equipment design, Dr. 
Bryant foresees a trend to upright 
type frozen food display cabinets 
achieving the same display and 
merchandising effect of center aisle 
gondolas now used for non-refrig- 
erated foods, and household refrig- 
erators with 50% of the space de- 
voted to zero space for frozen 
foods. 

Various changes in the dairy in- 
dustry offer new markets for re- 
frigeration, indicated David H. 
Burrell, vice president in charge 
of operations for Cherry-Burrell 
Corp., manufacturer of dairy 
equipment. 

Air conditioning in dairy and 
food processing plants, cold wall 
storage tanks, farm bulk milk 
tanks (“the ‘hottest’ item in our 
industry today”), soft ice cream, 
refrigerated bulk handling tanks, 
refrigerated delivery trucks,: auto- 
matic vending and _ dispensing 
equipment, and pre-fab hardening 
rooms and coolers were cited by 
Burrell as modern developments 
vastly increasing the use of refrig- 
eration. 

Continued expansion of the mar- 
ket for refrigeration in the dairy 
industry was seen by Burrell, but 
he indicated the “greater use of 
dry milk solids for baking and 
beverage purposes” could be a “de- 
clining factor.” 


Role of Wholesaler 


Role of the wholesaler in the dis- 
tribution picture was outlined by 
Starr Hull, executive secretary of 
Air-Conditioning and Refrigera- 
tion Wholesalers, concluding 
speaker on the ARI Sales Confer- 
ence. 

“A good wholesaler, like a good 
wife, is too often taken for 
granted,” Hull reminded the group. 

“The wholesaler,” he declared, 
“is the principal bulwark protect- 
ing the independent businessman 
from the competition of new retail- 
ing methods. His interest in this, 
of course, is selfish, for you are 
his customers.” 

By performing the functions of 
warehousing, promotion, and other 


(Concluded on next page) 
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Atlanta Conference-- 


(Concluded from preceding page) 
operations, the wholesaler eco- 
nomically solves many problems of 
distribution for the manufacturer, 
the contractor and serviceman, as 
well as the public, Hull emphasized. 


160,000 Auto Conditioners 
To Be Installed In '55? 


First event of the RSES Service 
Engineering Conference was a dis- 
cussion of automobile air condi- 
tioning by Wade Pitts, Jr., presi- 
dent of Pivot Corp., manufacturer 
of such units. 

Aided. by an installation of a 
system on a full-scale “mock-up” 
of a car, Pitts described the Pivot 
air conditioner, commenting that 
“90% of the installation work is 
mechanical and the remaining 
10% is critical refrigeration work.” 

He sees 160,000 automobile air 
conditioners being installed during 


nce 1955 
oA A discussion and demonstration 
.8 of Philco Corp.’s new service policy 


of changing motor-compressor 
units in the field was presented at 
~- another RSES session by James 
cs, ~ Black, manager of field service for 
Philco, who described the opera- 
tions as performed by Joe F. Den- 


~ 


n 
= ton, district service representa- 
re tive. 

i Hermetic Removed and 

or Replaced In 42 Minutes 


Denton pulled off the old her- 
metic and completed the installa- 
tion of a replacement unit in 42 

5 minutes in this demonstration. 
ir “On an actual refrigerator in 
the field,” Black said, “time re- 
quired to put in a new unit has 
ranged from a minimum of 50 
of minutes to 2 hours 40 minutes.” 
By replacing the motor-compres- 


- sor unit instead of the complete 
s sealed system, seven different 
models of hermetics will take care 
™ of 74 models of Philco refrigera- 
nt tors, Black revealed. 
ts This eliminates delays in wait- 
on ing for the exact replacement sys- 
me tem, cuts factory and distributor 
: inventories drastically, opens broad 
B- new possibilities in refrigerator 
B- design, and should mean vast op- 
4 portunities for servicemen in the 
household field, Black believes. 
“a “Consumers tell us they like this 
af program,” he added. 
I “We've had one-sixth as many 
re repeat calls on motor-compressor 
l replacements as with the previous 


replacement of complete sealed 
y systems,” Black also revealed. 
In a discussion entitled “How 


“ Dry Is Dry Enough?” John Bopp, 
k chief chemist of Ansul Chemical 
we Co.’s Refrigeration Div., reviewed 
. the problem of moisture in refrig- 
" erant. 
‘5 “‘*Freon-22’ is harder to dry 
than ‘Freon-12’ because ‘Freon-22’ 
; will hold 13% times as much mois- 
y ture, pound for pound, as ‘Freon- 
3 12,’” he explained. 
- Sizing of Driers 
-. Sizing of driers, he also pointed 
y out, should be done on the basis of 
t quantity of refrigerant in the sys- 
f tem, not the rated horsepower of 
d the condensing unit. 
™ “The amount of refrigerant will 
vary from job to job, depending on 
the application and other factors 
even though the same horsepower 
units may be employed,” Bopp 
: said. 
J He also touched briefly on a new 
moisture indicator designed to 
‘ show if a system is sufficiently 
“Servicing Oil Burners” was dis- 
i cussed by Otto J. Ress, chief engi- 
neer, Mueller Climatrol Div., 
< Worthington Corp., to give refrig- 
' eration servicemen an idea of what 
< they might encounter on year- 
# round residential air conditioning 
‘ systems. 
4 “The oil burner is not too difficult 
, an item to service,” Ress said, as- 
‘ suming that one understands the 
; basic principles and functions of | ,sccymyaTors « EVAPORATORS 
the various component parts in- 
. volved. . * 
Dismantling a conversion burner Sales Offices | Fess ae 
RR MAAS E TE ss ee ait ota SES See 
$$ mp 


a eek iin el FR a 
‘ > “ 


as he talked, Ress explained the 
purpose of such parts as the pump, 
blower, turbulator, nozzle, ignition 
system, etc. - 

“Cooling or Heating Water with 
the Heat Pump,” a talk by K. D. 
Cunningham of Acme Industries, 
was the final topic on the formal 
RSES educational program. 


Heat Pumps Follow 
Air Conditioning Sales Curve 


“The future of the heat pump is 
following the air conditioning 
sales curve,” Cunningham said. 
“As air conditioning becomes more 
accepted in a region, so does the 
heat pump. The greatest heat pump 
sales are in the south.” 

Reminding the group that “every 
refrigeration unit is a heat pump,” 
Cunningham went over such fac- 
tors as heat sources, piping sys- 
tems, and controls with emphasis 
on heat pump systems for chilled 
and hot water applications. 

“The main thing to remember is 
to keep the control arrangement as 
simple as possible,” he suggested. 
“Most of our troubles are found 
in the controls or piping, not the 
refrigeration cycle itself.” 

RSES closed its educational ac- 
tivities at the conference with an 
“Information Please” session. 

Atlanta chapter of RSES served 
as host for the conference. Head- 
ing up the hard-working local 
committee handling arrangements 
was E. V. Dunbar as general chair- 
man, assisted by Bert Kaple, co- 
chairman. 


Prices on 3 “Dual-Temp’ 


Models Will Not Be 
Advertised by Admiral 


CHICAGO—Open lists are in ef- 
fect on three of the four “Dual- 
Temp” models in Admiral Corp.’s 
1956 refrigerator line, it was re- 
ported recently. 

A company spokesman said that 
list prices of the three models 
have been set but will not be ad- 
vertised by the factory. Dealers in 
certain areas will be allowed to 
boost list prices by as much as $30 
to better trade-in offers, it was 
understood. 

The three refrigerators are 
C1181, an ii-cu. ft. single-door 
model; CU13120, a_ single-door 
12\%4-cu. ft. “upside down” refrig- 
erator-freezer; and CT1381, a 12.4- 
cu. ft. two-door combination. Model 
C1181 has a list price of $399.95; 
the other two are priced at $499.95. 


I-H Production Up 51% 


CHICAGO—In the four months 
ended Feb. 28, International Har- 
vester Co. increased refrigerator 
and freezer production 51% over 
a year earlier, the company re- 
ported recently. 

Output of these products in the 
first four months of the firm’s 
fiscal year totaled 64,785, compared 
with 42,933 in the like year-ago 
period. 


Trade Associations 
Seek Curb on Sales by 


Employers to Employes 


CHICAGO—Three trade associa- 
tions have drawn up a “Model Fair 
Distributive Practices Law” de- 
signed to curb industrial sales. 

The measure is intended to dis- 
courage sales of consumer goods 
by employers to employes, except 
those sold regularly in employers’ 
business and food, tobacco, and 
sundry products. 

The proposed law was developed 
by the National Retail Dry Goods 
Association, the Na‘‘onal Retail 
Furniture Association, and the Na- 
tional Retail Hardware Associa- 
tion. Six states—Tllinois, Michigan, 
Minnesota, Ohio, Pennsylvania, and 
Wisconsin—now have such laws. 


ARA Mfg. Opens Branch 
In Phoenix, Arizona 


PHOENIX, Ariz.— ARA Mfg. 
Co. of Fort Worth, Texas, has re- 
cently opened a branch here. Ed 
Morgan has been named branch 
manager and John Valicek is serv- 
ice manager. 

ARA is reported to have manu- 
factured 8,000 automobile air con- 
ditioning units last year and is cur- 
rently opening branches in Tulsa, 
Oklahoma City, and Shreveport, 
Morgan said. 


Servel Gets Contract 


For $15,000,000 from 


Republic Aviation 


EVANSVILLE, Ind. — Servel, 
Inc. has received an extended sub- 
contract from Republic Aviation 
Corp. of Farmingdale, L. L., calling 
for approximately $15,000,000 
worth of additional wings, and 
other components for the F-84F 
Thunderstreak jet fighter-bomber. 

Deliveries under the new con- 
tract will run from July, 1955, 
through September, 1956. An- 
nouncement of the contract was 
made jointly by Duncan C. Men- 
zies, president of Servel, and 
Mundy I. Peale, president of Re- 
public. 

With undelivered orders already 
placed by Republic, North Ameri- 
can Aviation, Inc., and Boeing 
Airplane Co., Servel now has a 
total backlog of more than $41,- 
000,000 in contracted defense work. 

While armed forces’ security 
regulations forbid the release of 
information on the number of 
items produced or the rate of pro- 
duction, financial reports show 
that since December, 1951, Servel 
has completed in excess of $200,- 
000,000 worth of defense materials. 

“We anticipate still further ex- 
pansion in the activities of our de- 
fense division,” Menzies said. 
“Many prime contractors are indi- 
cating keen interest in Servel.” 


15 DIFFERENT TYPES 


of Aluminum Accumulators extruded by. . 


Some are simple, many are complex. Many are produced in mass 
quantity, some are not. Simple or complex, large quantities or small — 
Bohn’s quarter-century of extrusion experience assures every customer 


uniformly high quality at the lowest possible cost. 
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Frozen Food Groups Discuss Handling-- 


(Concluded from Page 1, Col. 5) 
safeguards at the packer level, it 
was emphasized. 


Packers Oppose State Laws 
On Storage Temperatures 


(Packers reportedly were op- 
posed to enactment of state laws 
requiring maintenance of 0° at all 
distribution levels. They felt they 
should take action on this prob- 
lem themselves before the states 
do, it was said. No specific indus- 
try action was taken, however, as 
far as could be learned.) 

During this session, a predic- 
tion was made that frozen food 
will account for about 10% of pro- 
jected annual food sales of $116 
billion by 1970. This would com- 
pare with 4 to 5% of the total 1954 
food bill of approximately $64 
billion, 

Cold Sterilization Still 

Not Perfected 

Cold_ sterilization using  by- 
products of atomic fission came in 
for comment at this session. The 


major stumbling block to commer- 
cial use of this process is that it 


produces an undesirable flavor, but 
when this and other problems are 
solved, cold sterilization will offer 
direct competition to frozen foods, 
a packing firm official declared 
later. 

There was also some talk about 
other possible “threats” to the in- 
dustry, among them home de- 
liveries of frozen foods from cen- 
tral warehouses. This, it was felt, 
might provide the rejuvenated 
freezer-food plan operations with 
a big assist in this direction. 


Continuing Transportation 
Problems 


There was discussion, too, of the 
continuing transportation problem. 

Observed an industry spokes- 
man: “There is still a shortage of 
suitable equipment—both rail and 
motor carrier. 

“Mechanical refrigerator cars 
provide fine protection, and the 
railroads are continuing their con- 
struction program, but the supply 
of these cars available is still woe- 
fully inadequate. Some motor 
carriers have good equipment, but 
in many cases the trailers fall 


short of furnishing really adequate 
protection.” 

This subject was touched on by 
Dr. H. J. Humphrey, research man- 
ager of Birds Eye Div., General 
Foods Corp., during a panel dis- 
cussion. He claimed lower quality 
frozen foods are resulting from in- 
adequate distribution practices. 

Dr. Humphrey said a study made 
by his company disclosed that 
seven out of eight trucks used to 
transport frozen food maintain 
temperatures of 5° or higher. 
These trucks average about eight 
hours to unload their entire cargo, 
he reported. 

A number of Connecticut chains 
and distributors, claiming they 
can’t hold their trucks to 0°, have 
asked that 20° be accepted, Dr. 
Humphrey noted, adding that as 
yet no final decision has been 
made. 

The survey cited by Dr. Hum- 
phrey also covered warehouses. 
These, it was found, have tempera- 
ture spreads of between -18° and 
12°. Also, the study showed, as- 
sembly rooms for delivery to retail 
stores have spreads between -3° 
and 22°, with a maximum storage 
period of two weeks. 

In another talk, Dr. J. G. Wood- 
ruff, chairman of the food process- 
ing department, Georgia Experi- 
ment Station, reported that frozen 
fruits gradually are getting into 
the diabetic and low-calorie line. 


Dramatic Story of Frozen Foods 
Should Be Publicized 


Need for more promotion was 


Now Available for the First Time! 


Dependable Kelvinator 


Single Cylinder Internally Mounted Sealed Compressors. 10 
models 4 H. P. through 14 H. P. Split Phase—Low Starting 
Torque Motors and Capacitor Start—High Starting Torque 
Motors all furnished with “plug-in’’ combination magnetic start 
relays with thermal overload protection, Wiring, mounting 
brackets, and capacitors furnished with capacitor models. 


Model K3$2CR illustrated. 


Model DK3S2C VY H. P. Capacitor Start 


etn: 


Ya H.P. Capacitor Start Sealed Unit 


A complete line of internally mounted, hermetically sealed 
units with an unequalled record of dependability. % to 
H. P. for a wide range of self-contained or remote applications. 


. <aaee ee 
a ‘ - 
i 7 “ a . 
é , 
. 


Sealed Compressors 


IE Ere a 
4 EIS a 


nhs eo Ba om, 


There are Kelvinator 
Condensing Units 
For Every Commercial 
Refrigeration Application 
Open-Type: air cooled, water cooled. 
Combination air & water cooled 
space-saving truck units and 
Sealed Condensing Units with a 
Five-Year Warranty 


lg 


See Your Refrigeration Wholesaler Or Mail This Coupon 


: Commercial Dept. Kelvinator Division 


American Motors Corp., Dept. AC-3B 
14250 Plymouth Road, Detroit 32, Michigan 


I am interested in more information about 
(CD Sealed Compressors. 
(C0 Sealed-type condensing units. 


(C0 Open-type condensing units. 
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* High Capacity _ 
* Competitively Priced 


For the first time you can get Kelvinator 
quality compressors individually packaged, 
for the replacement jobs. Now increase your 
service business, get more new business. Yes, 
Kelvinator replacement compressors help 
level the payroll load in slack times, open up 
new and profitable accounts, pre-sell more 
Kelvinator new equipment orders. 


Specialists in Refrigeration Since 1914 
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Model OW-75 illustrated. 
% H.P. Water-cooled Condensing Unit 


Complete line of open-type, air-cooled, water-cooled, truck 
6 and combination air and water cooled from \4 H. P. air- 
é cooled through 5 H. P. water-cooled. 


given attention at the convention 
in other discussions. It was felt 
that “the full dramatic story of 
frozen foods has not been driven 
home to the public.” 

There seemed to be general 
agreement that an educational pro- 
gram directed at the retailer and 
consumer is needed. No single 
group, however, seemed to be ready 
to pay for such a _ campaign. 
Several packers said they are tak- 
ing such action on a limited scale 
at the retail level. 

Big national packers, facing a 
fight for cabinet space with the 
booming prepared foods field in 
addition to their fellow competi- 
tors, are mapping aggressive, ex- 
tensive sales promotion programs, 
it was indicated. 


Prepared Foods Business 
Will Continue Rise 


Another statement of particular 
interest coming out of the conven- 
tion was that sales of the prepared 
foods business will continue their 
sensational rise but that this field 
will run into marketing troubles. 

It was also reported that inde- 
pendent distributors, believing 
they’ve lost all the customers to 
direct buying they are going to, 
have started to concentrate sales- 
wise on chain store drayage deals 
and on small retailers with the aim 
of developing them into substan- 
tial accounts. 

In a talk on merchandising of 
frozen food products, Roscoe O. 
Loewe, general manager, E. E. 
Saunders & Co., Pensacola, Fla., 
told of a profitable store remodel- 
ing promotion featuring various 
Lenten items. 

“Three packages of frozen foods 
in a bag were sold as a unit sale,”’ 
he explained. “Each bag contained 
a package of peas and French fries, 
plus either a package of fish sticks, 
three devilled crab, fantail shrimp, 
and a fryer. A good many items in 
the cabinets were marked in multi- 
ple unit prices. 

“In three days over 1,152 bags 
were sold, with three packages to 
a bag. In dollars this was approxi- 
mately $1,250 in sales. The over-all 
sales for the three days ran over 
$4,000, which means the shopper 
was buying other items besides the 
unit deals.” 

Loewe added: “The more you 
can get Mrs. Consumer to think 
about a complete menu when shop- 
ping the frozen food cabinet the 
larger the sale per customer on 
frozen foods will be. The grocer 
benefits also, due to his larger 
markup on frozen foods.” 


R. T. Robinson 


T. P. Hyde 


I-H Appoints -- 


(Concluded from Page 1, Col. 2) 
ucts, effective immediately. 

Both men are veterans in the 
Harvester organization and the 
Refrigeration Div. They will de- 
vote full time to establishing con- 
tracts for Harvester to manufac- 
ture refrigerators, freezers, and 
air conditioners for other firms in 
addition to the regular line of Har- 
vester refrigeration products. 

Harris said the move is being 
made in the interest of maintain- 
ing stable production and employ- 
ment for the Harvester Refrigera- 
tion Div. through increased pro- 
duction requirements. It will not 
affect the manufacture of refrig- 
eration products sold through 
Harvester’s regular retail outlets, 
he pointed out. 

Robinson has been with the Har- 
vester organization since 1923, 
starting as a crane operator at 
Wisconsin Steel Works. He trans- 
ferred to the industrial relations 
department there in 1926 and was 


CORRECTION 


In the story on page 13 of the 
Feb. 21 issue of the News, de- 
scribing the installation of air 
conditioning in a cafe in the 
mountain resort area near 
Granby, Colo., an error was 
made in naming the firm who 
sold and installed the job. 

Shockey Electric of Granby 
made the sale and installation, 
which was a 742-hp. packaged 
commercial air conditioner. 


promoted to employment manager 
in 1928. He was named assistant 
superintendent of the department 
in 1931 and superintendent in 1933. 

In 1937 he was appointed a staff 
representative in Harvester’s gen- 
eral office industrial relations de- 
partment. He was promoted to as- 
sistant manager of labor relations 
for the company in 1941 and served 
in that capacity until 1942, when 
he entered the army. In 1945 he 
left military service with the-rank 
of major and returned to his 
former position in Harvester’s gen- 
eral offices. 


He was appointed industrial re- . 


lations manager at the firm’s 
manufacturing research facility in 
Chicago in 1947. Since January, 
1949, he has been manager of in- 
dustrial relations for the refrigera- 
tion division. 

Hyde is a graduate of Marquette 
university with a Bachelor of 
Science degree in mechanical engi- 
neering. He started with Inter- 
national Harvester in 1934 as a 
progressive student at Milwaukee 
Works. In 1936 he transferred to 
the sales department, service divi- 
sion, in Chicago, when he compiled 
and edited a number of service 
manuals. 

In 1939 he was transferred. to 
the dairy equipment sales depart- 
ment as a sales engineer. In 1942 
he returned to the service division 
to prepare technical manuals for 
the War Department and to con- 
duct service meetings on refrig- 
eration products for Harvester 
service managers and for dealers 
and their servicemen. 

From 1944 to 1946 he was a spe- 
cial service traveler for Har- 
vester’s general sales department. 
He was appointed supervisor of re- 
frigeration service in 1946. In 1950 
he was named assistant to the 
supervisor of inspection, refrigera- 
tion division. He has been assistant 
general supervisor, product quali- 
ty, refrigeration division, since 
1953. 
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WILL SHELVING 
HELP YOUR SALES? 


“Get the E-Z Story” 


SHELVING | 
GIVES PIN-POINT ADJUSTABILITY 
2 


“E-Z” BRACKETS & STANDARDS 
Provides These Advantages 


(1) Helps solve Uneven Floor 
Problem. Upper Shelves Ad- 
just Level without shimming. 


Helps Solve Odd Package 
Sizes. Permits vertical spac- 
ing to fraction of inch. 
Provides rugged ‘‘back-bone”’ 
for many shelving require- 
ments. 


Readily Adapted to Precision 
Tailored Fixtures. 


(2) 
(3) 


(4) 


NO KEYHOLES OR SLOTS 
Brackets slide up and down in 
Standard groove and lock at any 
point on Standard. 


HANDLES ALL NORMAL DISPLAY LOADS 
Write For Free Folder 


Standard Steel Works 


DEPT. AC-2, NORTH KANSAS CITY, MO. 
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‘Diamonds In Your Own Backyard 


Use of Packaged Units for Big Jobs, 
‘Overlooked’ Small Jobs Offer Big Market 


DETROIT—A trend to the use 
of packaged air conditioning units 
on large tonnage air conditioning 
jobs was forecast by Robert C. 
Hughes, distributor supervisor for 
the air conditioning and refrigera- 
tion division of Worthington Corp. 
here recently. 

Speaking at a dealer meeting 
sponsored by J. M. Obere, Inc., 
southeastern Michigan distributor 
for Worthington packaged equip- 
ment, Hughes pointed out that in 
the past year Worthington has 
done several jobs in the 200 to 500- 
ton class in packaged units. 


Packaged Units 
Offer Flexibility 


“The reasoning seems to be that 
packaged units offer lower cost 
and greater flexibility than central 
systems. So when you see a big 
job of 100 tons or more coming 
up, don’t say ‘That’s not for me.’ 
It is for you, for packaged units 
have lots of advantages to offer 
this type of customer. 

In the commercial market, 
Hughes advised the dealers not to 
overlook the “upstairs market.” 
This is the commercial building 
where other salesmen have sold 
the shops on the street floor but 
have neglected the small shops 
and offices on higher floor. Up 
there are beauty parlors, profes- 
sional offices, and small business 
offices that are all prospects for 
air conditioning, he said. 


Concentrate on 
Existing Home Field 


In the residential field, Hughes 
urged the dealers to concentrate on 
the existing and custom home 
market rather than trying to sell 
builders. Selling to builders, he 
commented, is strictly a price 
dealer. By selling to the home- 
owner who wants to air condition 
his present house, you can make 
a profit. 

Hughes said he did not believe 


that the home market is expanding 
as fast as it was predicted it would 
a few years ago. But in a couple 
of more years, he expected it to 
break wide open in the north. 
South of the Mason-Dixon line, 
however, home air conditioning 
has already been accepted in the 
moderate and high price home 
market. In the southeast particu- 
larly, the heat pump is having a 
tremendous growth, he said. 


Don't Neglect 
Air-Cooled Equipment 


Hughes advised dealers not to 
neglect air-cooled equipment, but 
to keep a close eye on it. He 
warned that water regulations 
restricting the free use of water 
for air conditioning purposes are 
coming and dealers should be pre- 
pared for them. He noted that, 
while the efficiency of air-cooled 
units is not as high as water 
cooled, they are often less expen- 
sive to install. 

He pointed out the Worthington 
has attempted to cut down the 
disparity in performance between 
air cooled and water-cooled equip- 
ment this year, by putting on all 
air-cooled units oversize coils and 
larger, slow speed blowers that 
work on a basis of 11,000 c.f.m. 4 
per ton. 


Inner Fin Coil Used 


Another design improvement has 
been the adoption of the inner fin 
coil, which he says greatly in- 
creases the efficiency of the coil, 
on all air-cooled equipment. In the 
year-round air conditioner, the 
inner fin coil is used in both the 
evaporator and condenser. 

Hughes also predicted that with 
many of the “opportunists” in the 
room air conditioner field falling 
by the wayside last year, the room 
air conditioner market should be 
a much more profitable one this 
year. 


Now you can offer 


100% fail-safe 


protection 


for all automatic defrosting 


with 


“de-frost-it’”’ with 
remote control 


Here’s refrigeration protection 
at its best — with a nice profit 
for you! Saves customers worry 
about costly food spoilage. 
ends guessing and call-backs for 
re-setting. 

Key to 100% fail-safe defrost- 
ing of any low temperature or 
normal temperature system is 
the built-in 45-minute termina- 
tion dial. If the pressure switch 
is not actuated for some reason, 


AUTOMATICALLY 
COMPENSATES DEFROST 
TO LOAD AND ATMOSPHERIC 
CONDITIONS 

Once set, length of defrost period is 
100% self-adjusting. Seasonal weather 
changes have no effect. Two models 
available: TPT 303 (hot gas) and TPT 
305 (electric heat). Both units are re- 
motely controlied by pressure switch 
or thermostat. Set for 1 to 8 defrost 
cycles per day. 


PARAGON 


a pin on the dial automatically 
terminates the defrost cycle. Ac- 
tion is positive, sure! Guards 
against low ambient, gas short- 
age or inoperative condenser. 
Protects against failure of pres- 
sure/temperature cut-in switch 
or improper defrosting. Install 
a TPT “‘de-frost-it” on your next 
job. Order from your Refrigera- 
tion Equipment Wholesaler or 
write Dept. 1687 for Bulletin. 


I A 


‘One more > 
Paragon profit | 
opportunity! 


"PARAGON ELECTRIC COMPANY 


WISCONSIN ——- 


= TWO RIVERS, 
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Dealer’s Ad Stresses Why Confidence In 
Firm Is What Counts for the Long Haul 


NEW YORK CITY—“The initial 
cost is only part of the story,” 
S. J. O’Brien Sales Corp. recently 
advised air conditioning prospects 
in a newspaper advertisement 
headlined, “How to save money on 
air conditioning.” 

“Here’s what counts for the 
long haul,” the four-column by 10- 
in. advertisement went on. 

“Is the installing dealer an elec- 
trical contractor? 

“Does he certify the entire in- 
stallation ? 

“Does he stock the parts to 
meet any breakdown emergency? 


“Will he give you 24-hour 
around-the-clock repair service 
days, nights, Sundays, and holi- 
days? 

“That’s why 250,000 accounts in 
New York are served by the S. J. 
O’Brien Sales Corp.” 

The advertisement told _ the 
reader that the Frigidaire dealer- 
ship could handle any type of air 
conditioning installation from a 
44-hp. room unit to a 1,000-ton 
central system. 

“The place to buy air condition- 
ing with confidence is S. J. O’Brien 
Sales Corp.,” the advertisement 
concluded. 


Refrigeration Reduces 
Temperature 18° Below 
Normal for Heart Surgery 


PITTSBURGH — Refrigeration 
was used recently to lower the 
body temperature of a 24-year-old 
man 18° below normal so surgeons 
could mend a rip in ihe interior of 
his heart. 

One of the surgeons said the flow 
of blood to the heart had to be cut 
off before the rip could be re- 
paired. The operation was per- 
formed after the patient’s tempera- 
ture was lowered by use of an ice 
pack and a blanket through which 
_ refrigerated water was circulated. 


Sales, Service, Rental Firm for 
Air Conditioning, Refrigeration 
Equipment Formed In Pittsburgh 


PITTSBURGH — Formation of 
Llewellyn-Gaston, Inc. to offer 
sales, service, and rentals on air 
conditioning and_ refrigeration 
equipment was announced here re- 
cently. 

J. H. Llewellyn is president and 
treasurer of the firm and John A. 
Gaston is vice president and secre- 
tary. 

Miss Kiki Stavrus is assistant 
secretary and assistant treasurer. 
The firm is located at 800 E. 
Diamond St. 


‘Dust-Stop’ Filter Dealers 
Offered Customer Service 
Plan as Goodwill Builder 


TOLEDO — Owens-Corning Fi- 
berglas Corp’s. “Dust-Stop” air 
filter dealers are being offered a 
customer reminder service that 
will reduce costly service calls, 
while increasing filter sales, the 
company says. 

This plan, being supplied free to 
dealers by Owens-Corning Fiber- 
glas Corp., is primarily a direct 
mail activity with the dealer main- 
taining a “tickler’”’ type operation. . 

According to the plan, owners 
of home air conditioning units are 
sold a number of air filters when 
units are given annual servicings. 
Homeowners are substantially no- 
tified by mail when filters should 
be changed, and, when the last 
filter would normally be used in 
each case, an order card is mailed 
to the owner urging him to put in 
a new supply. 

Fiberglas sales officials feel that 
such a reminder plan will greatly 
reduce costly service calls for deal- 
ers, and at the same time, allow 
them to build customer goodwill 
and increase sales. 

Information relative to the plan 
can be obtained by writing the 
Advertising Department, Owens- 
Corning Fiberglas Corporation, 
The National Bank Building, To- 
ledo. 
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YEARS AHEAD 
wth MARLEY 


Want the very latest? Then there’s only one 
line of packaged water cooling towers for you— 
and that’s the 55 Marley line! Every advance- 
ment in packaged water cooling is engineered 
by Marley and all are incorporated in the com- 
plete line of 55 AQUATOWERS*. They’re 
years ahead in styling. They’re absolutely un- 
matched in performance. 


1955 AQUATOWERS are compatible with sur- 
roundings wherever placed. On the ground they 
have the “appliance look” that home and build- 
ing owners demand; on roofs or in other loca- 
tions they are integral parts of the structure. 
There are no projecting parts; all mechanical 
equipment is encased and protected. Round 
corners improve appearance and add structural 
strength. The durability and performance abil- 
ity that have made AQUATOWERS the world’s 
standard are retained and enhanced in the °55S 


“Trademark Reg. 
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line. There is a model for every service from 
2 to 60 tons. 


For indoor installation where the cooling tower 
must operate against high external static pres- 
sure or for unusual location limitations out- 
doors, the Marley line includes the new AQUA- 
COOLER*. Duct-work can be attached simply 
and economically to this all-galvanized counter- 
flow tower. Its design insures its performance: 
all models have large centrifugal blower fans, 
balanced spray systems utilizing patented Marley 
bronze nozzles and redwood filling designed for 
excellent break-up of water. AQUACOOLERS 
are available in five sizes with capacities from 
3 to 15 tons. 

So if you and your customers want the maximum 
in value, don’t settle for less than the latest in 
equipment. And Marley’s ’55 line is the latest— 
in fact, the “last word” in modern packaged 
water cooling! 


“Nothing cools as well as water . . . nothing cools water as well as a Marley Tower” 


The Marley Company 
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Kansas City 14, Missouri 
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Price Adds Showmanship to Qualities That Have Made Him Top Retailer 


SALESMENS' CARAVAN of 59 new, specially finished Nash automobiles, with delivery taken 

from American Motors Corp. plant in Kenosha, Wis., got the anniversary celebration under way. 

Caravan made several stops on the’ way to Norfolk, but timed arrival to coincide with the 
start of the big birthday celebration there. 


50th Anniversary Event Tops Everything 


By C. Dale Mericle 


NORFOLK, Va. — “Fantastic.” 
“Incredible.” 

That was the reaction of veteran 
appliance executives to the promo- 
tional stunt staged by Harry B. 
Price, Jr., the nation’s No. 1 ap- 
pliance dealer, to kick off his firm’s 
50th anniversary celebration. 

More than 10,000 customers and 
prospects flocked to the Norfolk 
municipal auditorium on March 9, 
the opening day of a _ two-day 
“birthday party’ of Price’s, Inc., 
which operates six retail stores in 


Even more turned out the sec- 
ond day. 

Entertainment provided by such 
top-flight personalities as Vaughn 
Monroe and Roxanne brought 
crowds to view exhibits of appli- 
ance and television lines on the 
floor and stage of the auditorium. 
There was also free ice cream and 
cake. 

In terms of attendance and pub- 
licity achieved, the event has never 
been approached by any other 
dealer. In fact, it rivals past efforts 


BIRTHDAY PARTY celebration begins with Harry B. Price, Jr. (left) 

officially opening the 50th anniversary of his retail appliance 

business by cutting a birthday cake. First piece goes to B. A. 

Chapman (center), vice president and general manager of the 

Kelvinator Div. of American Motors. At right is D. A. Packard, 
Kelvinator general sales manager. 


The celebration actually was 
launched 1,000 miles away in 
Kenosha, Wis., on March 4, at 
Nash Div. of American Motors 
Corp. 
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DIY Pet ; THE INCOM MPARABLE 
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OPPORTUNITY TO DISPLAY the lines which Price's, Inc. carries | 


was not missed during the anniversary celebration ceremonies and 

entertainment activities, held in the municipal auditorium. Among 

the displays was that of the new Kelvinator ‘“Food-A-Rama” 

combination refrigerator and freezer. Girl in shorts was one of 

several who released balloons containing prize certificates for 
cash or appliances. 


As exclusive Kelvinator dealer 
in his territory, Price had ar- 
ranged for the purchase by his 


Norfolk and nearby Portsmouth. 


of manufacturers themselves. 


employes of 59 Nash Rambler 


Heres why you should 
handle the quality line 
of air conditioning 
and refrigeratio 


has made 


York Craftsmanship ... 


Here are five of the many reasons why your 
business will grow with the Quality Name in Air 
Conditioning and Refrigeration: 


@ Over 70 years of leadership in developing 
product feature “firsts.” 


@ World’s largest storehouse of Air Conditioning 
and Refrigeration know-how. 


@ Two factories manufacturing complete lines. 
@ The industry’s most modern research laboratory. 
e An experienced distributor to help you get 


the most of a billion-dollar market. 


Yorkmanship combined with Salesmanship has 


we call it Yorkmanship ... 
York products the quality standard of the industry. Now, 
more than ever before, it’s important for you to take the 
quality road to air conditioning and refrigeration profits. 
Buyers have become more discriminating. Even if you 
handle a price line, you ought to have the quality leader. 
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The 1955 
Yorkaire 
Year-Round 
Residential Air 
Conditioner — 
a beautifully 
engineered unit. 
Makes you best 
in the field! 


ay 
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Yorkaire Room Condi- 
tioners for 1955 have the 
feotures which have made 
York Quality famous— 
and more! 


YORK CORPORATION, York, Pennsylvania 
Commercial Division 
Gentlemen: 
Please send me complete information and merchandising 
plans on the products checked: 
Yorkaire Room Conditioners (] Yorkaire Store Conditioners C] 
Automatic ice Cube Makers [] York Condensing Units () 
Unit Coolers [J York-Flakice Automatic Ice Makers (] 
Yorkaire Residential Air Conditioners [J 


| 
| 
produced a powerful new program to push sales of | NAME 
the nation’s finest line of air conditioning and | tia tetn 
refrigeration appliances. Act now. Put Yorkmanship 
to work for you. Get an early start by using this ADDRESS 
! ciTy___ ZONE STATE. oo 
coupon today! # ee 
YORK CORPORATION 
ork quality name in air conditioning and refrigeration 
FOR MECHANICAL COOLING SINCE 1885 


automobiles, all in two-tone white 
and “50th anniversary” gold. 

(Price’s has 175 on its payroll.) 

With Price salesmen at the 
wheels, 47 of the cars were driven 
back to Norfolk in two motor 
“Caravans,” which made stops en 
route to advertise Norfolk’s his- 
toric past and present tourist at- 
tractions. 

Plans for the birthday party 
were developed by Price and D. A. 
Packard, general sales manager of 
Kelvinator. 

Met at the outskirts of Norfolk 
by a police escort, the motorcade 
paraded downtown Norfolk before 
assembling in front of the munici- 
pal auditorium for opening cere- 
monies telecast over a local sta- 
tion. 

Interviews with celebrities and 
a cake-cutting marked this event, 
but its high point was probably the 
releasing of 50 balloons filled with 
helium each containing a capsule 
worth $50 in cash, not merchan- 
dise, when turned in at one of 
Price’s stores. 

One lucky finder picked up her 
cash before the day was out. 


Elaborate Displays 
In Auditorium 


When the auditorium doors were 
opened after the ceremony, visi- 
tors found elaborate displays of 
the appliance and television lines 
carried by Price. 

These included Kelvinator, 
Amana, Maytag, Tappan, Eureka, 
Magnavox, Motorola, RCA, Syl- 
vania, Rusco windows, plus a 
booth devoted to the Price service 
department. 

Nash cars were also on the floor 
and stage. 

In keeping with the anniversary 
celebration, theme of most dis- 
plays was the progress made dur- 
ing the past 50 years in the prod- 
ucts shown. This included refrig- 
erators, washers, radios, phono- 
graphs, and television. 

Entertainment from the stage of 
the auditorium continued through 
the afternoon and evening almost 
without interruption, featuring 
“Beat the Clock” contests with the 
able assistance of Roxanne. Prizes 
were mink scarfs. 

A half-hour variety program was 
telecast directly from the audi- 
torium stage in the afternoon. 


Expect Impact To Be 
Felt for Months 


As yet Price has made no at- 
tempt to evaluate this all-out an- 
niversary promotion in terms of 
sales. Its impact should be felt for 
weeks or months, however, it is 
generally agreed. 

An anniversary sale was to be 
held immediately after the party. 


awe J 
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The publicity value of the 
“birthday party” and motorcade 
is inestimable, for the entire event 
received full coverage by local 
papers, radio, and television sta- 
tions. 

Although much bigger than any- 
thing he’s previously done, this 
birthday promotion is character- 
istic of Price’s appliance opera- 
tion. 

Regularly once a month Price 
has one-day sales “blitzes,’’ when 
every salesman is off the floor. 
During one recent “blitz” day, 118 
appliance sales were called in, and 
one salesman alone sold five $650 
home freezers. 

There are some 50 salesmen in 


(Concluded on next page) 


Aspir-JET 


~ spRAY NOZZLES RAISE if 
"TOWER EFFICIENCY | 


The swirling, atomizing 
action of the water as it 
goes through the Aspir-Jet 
means more effective heat 
transfer — higher effi- 
cienc any spray- 
filled contin cooling tower. Pres- 
one as low as 

ves effective water 
=: -up and distribution. 

Formed of butyrate 
tic, Aspir-Jets will not 
corrode. 


* Available through Refrigeration 
and Air Conditioning Wholesalers. 


astounding new product, wire or write 


THERMAL AGENCY 


National Sales Agents 
1515 DALLAS * HOUSTON, TEXAS 


2 


il ccttilis, BBs he one 
oe eae 


monvufacturer of 
self-spray enamels, 
lacquers, and other 
eerosol consumer 
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HIGH PUBLIC INTEREST that the anniversary activity generated is demonstrated by this 


picture of the throngs who crowded the auditorium during the event. 
personalities put on a show to entertain the crowds. 


Top TV and radio 
How Price has made his Norfolk setup 


one of the top independent appliance retailing operations in the country is described 
in the accompanying story. 


(Concluded from preceding page) 
the Price organization. 

Price doesn’t hesitate to pile 
contest on top of contest to main- 
tain sales stimulation. He’s had as 
many as four running at one time. 

Stunts like the birthday party 
are his stock in trade. Once he 
kicked off a washer sales cam- 
paign by driving a 1913 fire engine 
up to an early morning sales meet- 
ing with himself and his store 
managers dressed in fire helmets 
and raincoats. 

Even while the salesmen were 
away for four working days driv- 
ing the Ramblers back to Norfolk, 
they kept in touch with their pros- 
pects by mail, using mailing pieces 
specially prepared for mailing en 
route. 

Price boasts that his organiza- 
tion sells so fast that “the rail- 
road depot is our warehouse.” 

His volume makes it possible to 
buy almost everything in carload 
lots with the advantage of the 
larger dealer discounts manufac- 
turers grant on such purchases. 


Gives No Discounts 


Yet he gives no discounts, not 
event to relatives, he says. 

He follows the traditional prin- 
ciples of specialty selling. Price 
sells the advantages of the prod- 
uct to the consumer in terms of 
use, not price; he doesn’t wait for 
business to drop in but goes out to 
get it with all the modern means 


a 


Neral re 


MOLDED REMCAL DRYING 
FIBERGLAS DEPTH FILTERING 


Check Super-Flo’s amazing low price, for 
both original equipment and replacement, 
against ordinary driers which do not have 
Super-Flo molded drying elements, mas- 
sive ee depth filters and spun-end 
copper shells. Available to the trade 
through wholesalers everywhere. 


REMCO 


INCORPORATED 
ZELIENOPLE, PA. 


available through advertising, pro- 
motional activities, and outside 
selling. 

Salesmen are rotated so that 
they all have an equal share of 
“floor time” inside the store and 
outside house-call activity. 

Price explains that his atti- 
tude on discounts reflects the 
teaching of his father, who started 
the firm in 1905 as a small hard- 
ware store. 

It is basically dishonest to the 
customer, Price believes, to offer 
different prices to different pur- 
chasers. 

To get the most effort and en- 
thusiasm out of his sales organiza- 
tion, Price uses incentives in the 
form of commissions, bonuses, 
contests with merchandise or cash 
prizes. 


Profit-Sharing Trust Fund 


All employes benefit from a 
profit-sharing trust fund, on 
which they may draw after reach- 
ing 60. 

He believes in almost a military 
tactician’s approach to selling: 

“Pick a specific objective, train 
your men, develop the arsenal of 
tools necessary to help them meet 
the objective, and then concentrate 
on the target to be achieved.” 

Price has offered merchandise 
such as umbrellas, insulated plas- 
tic utility bags, coffee-makers, and 
deep-fat fryers as gifts or at pro- 
motional prices, to bring people 
into the stores where his salesmen 
will have the opportunity to talk 
to them about major appliances. 

His stores, in effect, are neighbor- 
hood centers where electric and 
gas utility bills may be paid—cer- 
tainly a natural for building floor 
traffic. 


Sales Record Indicates 
Soundness of Principles 


How effective Price’s adherence 
to specialty selling methods is can 
be readily seen in such records as: 

Sale of 1,012 gas ranges in a six- 
week contest—a world’s record for 
an independent appliance dealer. 

More Maytag washers sold by 
the Price firm in a 60-day period 
in 1953 than any one else in the 
world. 

350 television sets of one make 
sold in 60 days in 1953. 


Save Money On 


PRICED RIGHT! 


REFRIGERATION PARTS and Supplies 


...Also ElectricMotors& Parts, AirConditioning 


“Harry Alter gives you snappy service” 


WHOLESALE 
ONLY 


S. Michigan Ave., Chicago 16, IHinois 


8 
The HARRY ALTER CO. Inc. 3 yte tee tere? 
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Currently the firm expects to 
sell nearly 500 Kelvinator appli- 
ances in 50 days during what is 
normally considered the winter 
“slack” season in a “Ramble for 
Romney” contest in honor of 
George Romney, president of 
American Motors. 

During 1955 he confidently ex- 
pects to sell 3,500 washers, 3,000 
television sets, 2,000 refrigerators, 
and 1,200 freezers. 

Price got into the appliance 
business back in 1930 when his 
father helped him open his own 
store in nearby Newport News, Va. 

It was the height of the depres- 
sion. The Newport News store sur- 
vived barely a year, and young 
Harry took himself out to Cali- 
fornia to see what he could do 
completely on his own. 

Among other things, he went to 
work as a gardener to make ends 
meet, and had his first experience 
selling appliances in a store in 
Redlands, Calif. By 1932, his father 
found the depression was hard 
sledding even for an experienced 
retailer and called young Harry 
back to help out. 

Price recalls that his year of ab- 
sence helped him to see some of 
the factors in the Norfolk opera- 
tion with a more objective view- 
point than those who had been 
living with it from day to day. 

He was able to make and exe- 
cute recommendations that helped 
the store survive the depression 
days and climb from a low volume 
point of about $70,000 a year in 
1932 to about $300,000 in 1939, 


when his father died and young 
Price became head of the business. 

The shift from hardware to ap- 
pliances began gradually; the 
company began selling Maytag 
washers in 1926, and Kelvinator 
appliances March 29, 1934. 

After World War II, with the 
help of the boom stimulated by 
pent-up consumer demand, the 
Price organization increased its 
net worth five times, and drove 
sales skyward at a fabulous rate 
to a peak of $4,000,000 during the 
early 1950’s and a current rate 
only slightly under that peak. 

The means Price used have be- 
come famous throughout the ap- 
pliance industry. 

Early after the end of World 
War II, D. A. Packard, now gen- 
eral sales manager for the Kelvin- 
ator Div. of American Motors 
Corp., offered to make Price’s the 
sole and exclusive dealer of 
Kelvinator products in the Norfolk 
area, a market of some 400,000 
population, if Price would agree to 
concentrate selling effort on the 
Kelvinator brand and strengthen 
his outside sales force. 

Since this program was in ac- 
cord with methods that Price had 
pre-tested just before the war 
period and found successful, he ac- 
cepted it. 

A Kelvinator sales force develop- 
ment program that had its incep- 
tion about the same time reflected 
much of the combined thinking of 
the two men. 

Price’s organization to this day 
employs the Kelvinator interview 


forms as means of classifying and 
selecting prospective salesmen. 

A careful manager and a success- 
ful appliance salesman, Price has 
enough excess energy to handle 
countless demands on his talents 
from his national dealer associates, 
from his hometown community, 
and from his country. 


President-Elect of NARDA 


He is currently president-elect 
of NARDA; has served on the 
National Board of Field Advisers 
for the U. S. Small Business Ad- 
ministration; has been secretary 
of the Norfolk Servicemen’s Club, 
a downtown facility for the con- 
venience of the thousands of U. S. 
Navy personnel at the giant bases 
in and around Norfolk, which Price 
helped to organize three years 
ago; president of the Norfolk Com- 
munity Chest; president of the 
Norfolk Retail Merchants. 

Price helped organize the Nor- 
folk Better Business Bureau; won 
the Brand Names Retailer of the 
Year award in the appliance classi- 
fication in 1951 and again this 
year; ranks as Norfolk’s most ef- 
fective fund-raiser on any and all 
community projects. Since the first 
of the year his NARDA responsi- 
bilities have taken him through 
five major speaking engagements 
from Norfolk to California and 
back. 

One of his associates observes 
that “any time the city wants to 
sell an important bill of goods, 
they call on Harry. He can instill 
enthusiasm like nobody else.” 


Waterproof Solenoid 
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No. 683 Solenoid Valve show- 
ing plastic-imbedded coil 
and strainer at S.A.E. inlet. 


DETROIT Solenoid Valves have built-in protection 


against moisture, dirt, leakage and noise! 


@ Coil imbedded in waterproof 


plastic. 


@ Strainer integral in forged 


brass bodies. 


e@ Sturdy mounting boss. 


hum. 


@ Noiseless operation... 


no A.C, 


@ Choice of flare, sweat or pipe 


thread connections. 


@ Capaeities to 5.1 tons Freon-12. 


DETROIT CONTROLS CORP. supplies a complete line of controls 
for the heating and air conditioning industries, as well as refrigeration. 


No. 681 


Capacities to 
8.7 tons F-12 


No. 686 


Capacities to 
20.4 tons F-12 


No. 689 


: ig yer 


5900 TRUMBULL AVE. «+ 


DETROIT CONTROLS corporation 


DETROIT 8, MICHIGAN 
Division of AMERICAN RADIATOR & STANDARD SANITARY Corporation 


Representatives in Principal Cities « Canadian Representatives: 
RAILWAY AND ENGINEERING SPECIALTIES, LTD. 
Montreal, Toronto, Winnipeg. 
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AIR CONDITIONING « 


AVIATION «+ TRANSPORTATION «+ 
Serving home and industry 


AUTOMATIC CONTROLS for REFRIGERATION 
DOMESTIC HEATING «+ 


HOME APPLIANCES «+ INDUSTRIAL USES 


AMERICAN-STANDARD + AMERICAN BLOWER + CHURCH SEATS & WALL TILE DETROIT CONTROLS KEWANEE BOILERS - ROSS EXCHANGERS + SUNBEAM AIR CONDITIONERS 
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Mitchell Commercial Unit 


FRONT OF THIS NEW Mitchell water-cooled 
packaged air conditioner has been removed 
to show the “Slide-A-Woy” chassis including 
the cleanable condenser and “‘Electromagic 
Filter Eye."' This unit is one of the recently 
introduced line of self-contained commercial 
air conditioners which are available in 2, 3, 
5, and 7¥-ton sizes. Units are both air 
and water cooled. 


NEW PRODUCTS? 
Turn to “What's New” Page for 
useful information on new products. 
Use Key No. for fastest service. 


To Represent La Crosse 
In 5 Southern States 


LA CROSSE, Wis. — Appoint- 
ment of Duffield & Caudle, New 
Orleans, as its manufacturer’s 
agent for Louisiana, Mississippi, 
Arkansas, Alabama, and Tennes- 
see has been announced by 
La Crosse Cooler Co. 

Both C. L. Duffield and John 
Caudle will be actively engaged in 
representing the company, the an- 
nouncement said. While the gen- 
eral office of the newly-appointed 
firm is at 6130 Prytania St., New 
Orleans, it is Caudle’s intention to 
work primarily from 1932 Clovia 
Lane, Memphis, Tenn., so he may 
work more closely in that area. 


York-New Jersey Formed 
To Serve Hudson Valley 


JERSEY CITY, N. J.—Forma- 
tion of York-New Jersey Distribu- 
tors, Inc. as exclusive wholesale 
agency for York Corp. in 10 coun- 
ties of northern New Jersey and 
the Hudson Valley area centering 
around Poughkeepsie, N. Y. was 
announced here recently. 

Richard L. Hughes heads the 
firm as president. Paul B. Hughes 
is vice president; Charles T. Kum- 
merer, comptroller, and John H. 
Wister, sales manager. 

The firm has _ headquarters, 
warehouse, salesroom, and service 
office at 139-149 Poplar St. here. 
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Learn to live and laugh— |~ 
Thus delay your epitaph |* 
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By GEORG 
F. TAUBENECK 


(Concluded from Page 1, Col. 1) 


radio a giveaway show. When the 
studios were filled with the people 
who encourage these atrocities, I 
would lock the doors. With all of 
the morons in America trapped, 
the rest of the population could go 
about its business.—FRED ALLEN. 


And What’s Your Hobby? 


Successful men concentrate on 
their businesses (and/or) profes- 
sions to a point where they become 
oblivious to all else. Case: 

A newspaper photographer 
mourned to his City Editor about a 
sick old lady who’d lost her family 
and friends. He had found her on a 
park bench near a_ lakefront— 
starving, in rags, and about to 
commit suicide for lack of a dollar 
to buy a hamburger and a flop- 
house bed. 

“Sad,” sympathized Mr. Editor. 
“How much did you give her?” 

“Well, it was a cloudy afternoon. 
So I only gave her F:8 at one- 
fiftieth second exposure. Turned 
out real slob-sister ham, too. 


© 


wr 


aris 


It's a dead cinch to bend dead-soft DRYSEAL. Your hands are all you need, 
even for the most intricate bends. And its ductility and special temper make 
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it extremély easy to flare for compression fittings without danger of splitting. 

And to make sure you get a tube that is free of even the slightest trace of 
dirt or moisture we double crimp DRYSEAL on both ends, at the factory. 
This is the final step in manufacturing, that immediately follows a special 
cleaning and dehydrating operation, which keeps dirt and moisture from 


-* entering the tube. That's why the inside of DRYSEAL shines like a new 
AE, penny. This double crimping does not interfere with installation for it is made 
in such a way that the diameter of the tube does not change, permitting 
DRYSEAL to be passed through any opening large enough for the tube itself. 
Economical tube sizes range from 4" to 4" O.D. 
In addition the DRYSEAL carton, has been attractively designed for easy 
: identification in stock. It contains one 50-foot coil of DRYSEAL . .. is easier 
, to handle, light weight, economical and is sturdily made to assure protection 
= of the tube. 
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YOU CAN BEND DRYSEAL WITH 
YOUR FINGERS. “==>, 
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REVERE 


COPPER AND BRASS INCORPORATED 


Founded by Paul Revere in 1801 


230 Park Avenue, New York 17, N. Y. 


Mills: Baltimore, Md.; Chicago and Clinton, Ill.; 
Mich.; Los Angeles and Riverside, Calif.; New Bedfi 


Rome, N. Y. Sales Offices in Principal 
Distribotors Leerywbere. 
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They Were Mighty Right 


While Nobel-Prize-winner Karl 
Compton sojourned in India his 
sister had their house wired by a 
native electrician. 


“Where would you like the out- 
lets? How high? How many plugs? 
Do you want two-way switches?,” 
etc., etc., the latter chattered in- 
terminably. 

Irritated, she rebuked: “Just use 
your common sense.” 

To which the servicer made this 
profound remark: 

“Madam, common sense is a rare 
gift of God. I have only a technical 
education.” 


For years Owen D. Young 
startled people by seeing through 
proposals immediately and by giv- 
ing a prompt answer of “yes” or 
“no” to propositions that most 
men would take under advisement. 

“I am guided in large part by 
the way a man begins his pro- 
posal,” said Mr. Young. “I have 
found from experience that if he 
doesn’t thoroughly understand the 
proposal, his beginning will be 
confused. If the details of the pro- 
posal aren’t concrete in his mind, 
his beginning will be abstract. On 
the other hand, when a man be- 
gins with a clear idea, compactly 
expressed and concretely illus- 
trated—it is usually worthwhile. 
These qualities are the result of 
thought and re-thought.”—D. G. 
POWERS. 


True Anecdote 


As an adjunct to his movie- 
acting Victor Mature owns an ap- 
pliance dealership. 

Came a lull in the shooting of 
“Androcles and the Lion.” Vic 
jumped into his car and dashed 
downtown to do business with a 
manufacturer’s representative. The 
latter, accustomed to seeing Vic in 
costume, thought nothing of it 
when Mature arrived clad as a 
Roman gladiator. 

It was suggested that they con- 
tinue their wheeling-and-dealing 
in a nearby tavern. Totally unself- 
conscious, Vic clanked in, resplend- 
ent in plumed helmet and armor. 
The bartender was too dazed to 
heed their requests. Vic smirked: 


“Don’t you serve members of 
the armed forces here?” 


Take It Easy, Bub 


Friend of ours in Piqua, Ohio, 
submits the following 10 steps to 
relaxation. 

1. When your date is late for 
an appointment, don’t lose your 
temper. Just smile and make up 
your mind to be late next time. 


2. While driving, don’t bawl out 
the road hog. He can’t hear you 
anyhow. 

3. When you come home from 
work, lie down for half an hour in 
a dark, quiet room. If you’re a girl, 
think of mink. If you’re a man, 
Marilyn Monroe. (Editor’s Note: 
that’s relaxing?) 

4. Only discuss pleasant topics 
at the dinner table. Praise your 
wife’s cooking, even if you had the 
same dish at lunch. 


5. If you want to tell the boss 
off, write a letter, put it in your 
desk. Next day tear it up. You 
will be glad you didn’t mail it. 


6. Don’t argue about politics. If 
you have a beef, write your Con- 
gressman. Let him worry. (Edi- 
tor’s Note: attitudes of this sort 
let our country get into its present 
fix. ) 

7. If your golf game is off, don’t 
break your clubs. Chances to break 
80 are better that way. 


8. Never run after streetcars or 
busses. If you miss them you'll be 
frustrated for hours to come. 

9. Don’t envy your friends who 
succeed. Their income may be 
higher than yours, but your blood 
pressure is probably lower. 

10. Last, but not least, relax at 
every opportunity. You'll last much 
longer. . 


ENGINEERED 
TO MAINTAIN 
ANY TEMPERATURE 
REQUIRED 
THROUGHOUT 
THE TRIP 


The “Standard” for truck re- 


frigeration—in sizes to fit any 


application. No moving parts, 
no servicing necessary. Can 
carry eutectic solutions rang- 
ing from —59° to +26°. 
May be installed in horizontal 
position suspended from the 
ceiling, in a vertical position 
along the walls, or as a par- 
tition. In the following stand- 
ard thicknesses and connec- 
tions: 4-Connection 2%” and 
2%”; 3-Connection 142”; 2- 


Connection 1”. 


Get all the facts on Cold-Cel 
TRUCK PLATES. Write for “ Gala - 
Cela in Action” a pictorial bro- 
chure—or Engineering Catalog CE. 


DOLE REFRIGERATING COMPANY 
5920 NORTH PULASKI ROAD 
CHICAGO 30, ILLINOIS 
103 PARK AVENUE, NEW YORK 17, N.Y. 
In Conadeo: 

Dole Refrigerating Products Limited 
44 Elgin Street, Brantford, Ontario 


Maximum Refrigeration Efficiency 
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AFTER NINE YEARS OF 
HEAT PUMP OPERATION 


Homeowner Discusses Changes, 
Improvements, Costs 


CEILING DIFFUSERS are used for both heating and cooling in 
Pennington's living room. Note the rounded corners when ceiling 
The curved ceiling is designed to force warm air 


meets walls, 
down the walls 


SPRINGFIELD, Ill.—After nine 
years of using a heat pump in his 
own home, Ray Pennington, Huss- 
mann commercial refrigeration 
dealer here, reports that he has 
had no trouble at all on the heat- 
ing cycle, but has had some diffi- 
culties on the cooling cycle. 


Though he has 1,000 ft. of %- 
in. copper coil buried in two 
trenches 120 ft. long and 6 ft. 
deep, his big problem has been get- 
ting rid of the heat during the 
summer. 

He attributes this, in part at 
least, to the long, hot, dry sum- 
mers of the past few years. He be- 
lieves that there hasn’t been 
enough moisture in the ground to 
cool it sufficiently to remove the 
heat. He has attempted to over- 
come that problem by extensive 
lawn sprinkling in areas where his 
tubing is buried. 

Pennington’s home is on the 
shore of Lake Springfield—or was 
when he built it in 1946. The depth 
of the pipes brought them right to 
the water level of the lake, which 
assured moist, cool ground for 
heat transfer. 

But in the past few years, the 
shoreline of the lake has receded 
so far that it is now more than 
200 yards from Pennington’s home 
to the water. His boathouse, which 
normally had 6 ft. of water in it 


and into the room. 


&- 


has been bone dry for two years, 
he said. Hence, his heat transfer 
problems. 

Pennington uses a 5-hp. West- 
inghouse hermetic compressor to 
operate his heat pump. He found 
that the 5 hp. size was best for 
an all-around job, after trying 3 
and 714-hp. compressors at various 
times. A 3-hp. unit can handle the 
heating load all right, but it can’t 
do an adequate cooling job. 

Pennington’s home is built all on 
one floor. It has 1,610 sq. ft. of 
floor space, 64 by 28 ft. over-all, 
and a volume of 12,800 cu. ft. 
Windows, including a picture win- 
dow, contain 297 sq. ft. of glass. 

The blower unit and ductwork 
are in the attic space and dis- 
charge the air through ceiling 
diffusers. Pennington remarked 
that in building the house, he pur- 
posely rounded the edges of the 
ceiling so that the conditioned air, 
discharged horizontally through 
the diffusers, spread across the 
ceiling and down the walls and 
thence into the center of the room. 

While this distribution system 
works well for cooling, he is not 
satisfied with it for heating. He 
said he plans to add baseboard 
registers next year for heating. 

Pennington kept detailed records 
on the cost of operation for the 
heat pump for three years. Here 


HIDDEN IN A WALL CLOSET IN HIS UTILITY ROOM is the 5-hp. 
heat pump that cools and heats the home of Ray Pennington, 
Hussmann dealer in Springfield, Ill. 
menting with it, he has discovered that the 5-hp. unit does the 

best all-around job on his 1,600-sq. ft. 


After nine years of experi- 


home. 


hand operated change-over valves 
to the automatic variety because 
of greater efficiency. 

Whenever you put the discharge 
and suction lines in the same valve, 
he said, you start heating the 
suction line and lose about 15 to 
18% of your efficiency. 
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Williamson Seminars 
Bring Dealers Up to Date 
On Heating, Cooling Lines 


CINCINNATI — Hundreds. of 
Williamson dealers have attended 
two-day seminars conducted by 
the Williamson Heater Co. here 
during the past few weeks, the 
company has reported. 

The meetings, with more than 
150 dealers present at each ses- 
sion, were presented to increase 
dealer knowledge of the William- 
son line of heating and cooling 
equipment. 

The program included talks by 
Williamson executives dealing with 
the design, construction, opera- 
tion, and servicing of Williamson 
products. A tour through the plant 
enabled the dealers to observe 
every manufacturing step of Wil- 
liamson heating and cooling equip- 
ment. 

Product features, sales informa- 
tion, dealer promotional aids, and 
Williamson’s advertising plans 
were subjects of additional meet- 
ing sessions. A question and 
answer forum was conducted. 

The meetings are part of Wil- 


liamson’s year-round plan to pro- 
vide assistance for its jobbers and 
dealers, according to Gustave 
Leytze, vice president and man- 
ager of jobber sales. 

“The seminars will be continued 
throughout the year, except for 
the summer months which make 
up the dealers’ busiest season,” 
the company said. 


Houston Subdivision Gets 
Complete Air Conditioning 


HOUSTON, Texas—A_ subdivi- 
sion of the new Afton Village addi- 
tion on the west side of Houston 
will be composed completely of air 
conditioned homes. 

Builder Larry Nierth disclosed 
recently that the development will 
feature 37 completely air condi- 
tioned homes. The subdivision will 
be called Weathermaker Home 
Subdivision. Homes average 2,100 
to 2,200 sq. ft. and will sell from 
$24,000. 

The air conditioning will be 
Carrier Corp.’s “Weathermaker” 
year-round units. They will each 
be located in a closet off the center 
hallway or in the utility room of 
the home. 
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are figures from 1948 to 1950: 


From American Coils Company, one of the oldest names 
in refrigeration and air conditioning, comes the ACI — an 


Total Heating Cooling 
Year Kilowatts Cost Cost Cost air conditioner so eye-appealing and entirely new in styling, 
eS eee Tees 9,157 $82.41 $49.85 $32.65 so functional in design, that it beats all other models in 
BD Gags Dia aie. aie 9,654 86.88 55.30 31.58 a breeze. 
i Sai cies 2 Ve ees 10,131 91.18 64.12 27.06 Designed with you — and your customers — in mind, the 
Punetedien « coment : om feature for feature, has no superiors, but its low cost 
ever, that the cost figures would ee oe ™Akes it popular in these big markets. 
in no sense be considered typical, ad a OFFICES RESTAURANTS FACTORIES HOTELS 
because he was able to get a very ee THEATERS TEST ROOMS HOMES 


favorable electric rate. 

He said that he installed the 
heat pump on an experimental 
basis and has made many changes 
| in it since it was first installed. 

He noted that he has tried 
several types of filters and believes 
| that the replaceable filter does the 
| best job. He said that he prefers 


PRR ee ee end 


Here are some of the ACl’s 


4? 
sells-itself” features: 
@ Richly enameled two-tone brown finish for any sur- 
roundings. 
@ Highest quality components for long, mainte- 
nance-free operation. 
@ Vibration eliminators for smooth, quiet running. 
@ Oversize fan and motor for larger air volume. 
@ Solid, heavy gauge steel frame for long life. 


PLE 


THE AC! — AVAILABLE IN 3 THROUGH 10 TON UNITS. This 
real money-maker is attractively styled, attractively priced, made 
to move fast. Very easily installed... the service man’s dream! 


PRESSTIT 


. MASTIC SEALERS 


? CC scoop” louvers, with both ver- 
} na 9, meg ma 4 ys ata tical and horizontal adjustment. 
ent omas Street wa w Jersey 2 Semi-hermetic or ope fri tion 
; ed | C) Please send me Bulletin 5425—B describing the 21 top selling features ; compressors. type 
Sree of new ACI Air Conditioners. 
) “ eg tre pe er | © Please send a factory representative to discuss your liberal sales policy. | 5 YEAR WARRANTY 
a | -~ ; AMERICAN COILS COMPANY 
ie i 360 Thomas St., Newark, N. J. 
PRESSTITE ENGINEERING CO. [I ee | Export: Errol H. Bryan Internat'l. Corp. 
3774 CHOUTEAU AVE. + ST. LOUIS 10, MO j Add ~ sae er i 420 Lexington Ave., New York 17 
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Big Boom Coming In 
Sales Training 


Reports from roving editors of AIR CONDITIONING & REFRIG- 
ERATION NEWS reveal that “our people” (subscribers) are empha- 


_ sizing salesmen’s training to a much greater degree this year than 


they did from 1946 through 1954. 


Based on personal interviews obtained by our reporters from 
key dealers, distributors, and sales executives, on-the-spot research 
indicates that the head men in our industry will place an unusual 
burden on their salesmen during the next few years. 

Competition never has been keener. 

Trouble is, few salesmen seem to be prepared for this chal- 
lenge. 

The pattern of buying created in the last dozen years—which 
were relatively long periods of accelerated purchasing followed by 
short periods of uncertainty—has caused confusion amongst small 
dealers and larger-scale sales forces alike. 

Sales managers who can erase this uncertainty—through 
dynamic persuasion—are in short supply. As comedian George 
Gobel plaints: “You can’t hardly get them no more.” 

There is a solution to this problem, however. 

Enhanced and enlarged salesmen’s training programs com- 
prise a lever many top executives are utilizing. To pry loose latent 
potentialities from their salesmen, they are spending big money 
for training programs. 

Their philosophy is: “If we don’t have ready-made manpower, 
let’s train it.” 

These prescient businessmen are determined not to let ad- 
mitted mistakes of the postwar period happen again. Salesmen be- 
came lazy and even supercilious during that easy selling period. 


Announcing... 


for FREON and AMMONIA 


NOW...no job is too large for the KRAMER THERMOBANK 


The only completely automatic system for freez- 
ing temperatures offering these extra large 
capacities. THERMOBANK requires no manual 


attention whatsoever. 


Ceiling mounted, THERMOBANK takes no 


precious floor space. You can store products dir- 
ectly under the unit. 


Can be used as an independent system or with 
an existing large system without affecting the 
operation of other evaporators. 


WRITE FOR BULLETIN 294-6 
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And, a good many distributors, contractors, and dealers blame 
themselves for the fact that selling crews weren’t taught how to 


sell properly. 


é 
Other factors influencing increased sales training budgets for { 


1955: 


(1) Armament slowdown, which will divert increased atten- 


tion to consumer production. 


(2) Realization that present marketing and selling tech- 
niques are not adequate for the volume of production needed to 


keep enlarged factories busy. 


Incidentally, four books published by our company: One Foot 
in the Door, Both Feet on the Ground, It’s a Great Life, and The 


sales training programs. 


, Marshal’s Baton are being used successfully in several national 


We mention these sales-training compendiums diffidently, be- 
cause tooting our own horn might be resented. All we want to do 
is point out their availability—as a service to the industry. 


Giant corporations are providing not only books—but films, 
visiting educators, and “the whole ball of wax”—for sales train- 
ing purposes. Smaller firms with limited budgets, however, can 
and do make use of this Specialty Selling Library at low cost. 

Back to the theme of this editorial: To be effective, salesmen 


must be educated. 


Lacking a crew of effective dealer salesmen, distributors will 
fall behind the 8-Ball in 1955, 1956, and “From Here To Eternity.” 


Likewise, manufacturers. 


Armed with eager salesmen, however, they’ll all do well. 


3575 Air Inst. Sqdn. 
Vance Air Force Base 
Enid, Okla. 


Editor: 

I am a faithful reader of your 
fine publication and want to com- 
pliment you on your versatility in 
presenting to your readers such a 
complete news coverage of the 
Refrigeration & Air Conditioning 
field. But I have another reason 
for writing to you gentlemen. The 
reason, to ask a favor. 

I am presently a member of the 
U.S.A.F. working as a Senior Re- 
frigeration specialist in the com- 
mercial refrigeration and air con- 
ditioning field. In the not too dis- 
tant future I will be a civilian 
again and am vitally interested in 
continuing my education and work 
in the refrigeration field and air 
conditioning field. Realizing that 
the field is too broad to master 
completely I would like the chance 
to specialize in one phase of a lead- 
ing manufacturer’s line of equip- 
ment. I enjoy service work but I 
believe that with proper training 


.| and if given the opportunity I 


could advance myself to a better 
position. I would like to contact the 
people of the personnel depart- 
ments of some of the leading man- 
ufacturers who could provide me 
with the most information concern- 
ing any type of specialized train- 
ing program. I am primarily inter- 
ested in a program in which I 
could appy my G.I. schooling bene- 
fits. Could you provide me with 
the mailing addresses of the per- 
sonnel department of some of our 
leading refrigeration. and air con- 
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ae 


ditioning manufacturers who might 
be interested. 

It might be well at this point to 
insert a brief summary of my edu- 
cational and practical experience 


background in the refrigeration 
field to date. I’m a graduate of 
Westford Academy, Westford, 
Mass.; a graduate of the refrigera- 
tion and air conditioning school of 
Industrial Tech. Schools, Boston, 
Mass.; a graduate of a one-year 
night course in air conditioning at 
Lowell Textile Institute, Lowell, 
Mass.; have successfully completed 
a correspondence course in re- 
frigeration (X-293) from the 
U.S.A.F.L, Madison, Wis.; a gradu- 
ate of the U.S.A.F. Refrigeration 
& Air Conditioning course con- 
ducted at the York Institute of Re- 
frigeration & Air Conditioning, 
York, Pa. I also have some college 
credits in business organization 
and management and English from 
Laredo Junior college and Okla- 
homa A & M. I have passed the 
U.S.A.F. two-year college test. 

Practical experience includes 
two years’ experience as a refrig- 
eration and appliance serviceman 
for a Boston distributor, The Allied 
Appliance Co., 41 Berkeley St., 
Boston, Mass. and three years with 
the U.S.A.F. as a Senior Refrig- 
eration Specialist. 

I’m 24 years old, ambitious, and 
will be married before separation 
from the U.S.A.F. Any assistance 
you might be able to send me in 
contacting the proper people will 
most certainly be greatly appre- 
ciated. 

Sincerely yours, 
ROBERT L. CONNELL 
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Sherer-Gillett Improves ‘Thrifti-Cooler’ 


Sherer “Thrifti-Cooler."’ 


MARSHALL, Mich.—Sherer-Gil- 
lett Co. has announced to its dis- 
tributors an improved version of 


its “Thrifti-Cooler” with a self- 
contained condensing unit and coil 
plug assembly. 


Designed especially for the busi- 
ness needing a small walk-in cool- 
er, with economy features, the 
model is 6 ft. 3 in. by 6 ft. 3 in. 
by 6 ft. 6 in. high, with an over-all 
height to the top of the condens- 
ing unit of 7 ft. 8 in., the company 
said. 

“Mounting of the plug assem- 
bly in the ceiling rather than on a 


side wall makes it possible- to 
utilize floor space alongside the 
cooler to better advantage,” 
Sherer-Gillett pointed out. 


Earlier models of the cooler 
have been installed in soft ice 
cream stations, small food mar- 
kets, and restaurants, and other 
food service establishments where 
bulk refrigerated storage is neces- 
sary. It will hold 25 10-gal. ice 
cream mix cans in a single tier or 
it has space for 68 standard cases 
of beer. 


“Quickly erected by two men, 
the Thrifti-Cooler can be placed 
in operation in three hours after 
delivery to the floor where it is to 
be erected,” the company stated. 
“Complete erection instructions 
make it possible for inexperienced 
helpers to satisfactorily erect the 
cooler. 


“Condensing unit valves are 
open when shipped, leaving only 
the actual connection to the power 
line and wiring for the interior 
light to be undertaken by an elec- 
trician as required by most city 
codes. 


“The Thrifti-Cooler is complete 
with shelf and pilot light and 
switch.” 


Freezer. 


Reach-In 


Fogel 


Fogel 45-Cu. Ft. Freezer 
To Be at Canadian Show 


PHILADELPHIA—A new 45- 
cu. ft. reach-in freezer with auto- 
matic defrost will be displayed at 
the Canadian Restaurant Associa- 
tion Exhibit in Toronto from 
March 27 through April 1, Fogel 
Refrigerator Co. here announced 
recently. 

The R-45SF freezer has adjust- 
able shelves, a stainless steel front, 
and aluminum sides and interior. 
No drain connection is needed, the 
company says, because all excess 
water is evaporated. The box takes 


’ up only 19 sq. ft. of floor space. 


It is 54% in. wide, 74 in. high, 
and 33% in. deep. 

Fogel will also show its 18-cu. 
ft. upright freezer with glass door 
at the Canadian exhibit. 


COOLERS 
ICE MAKERS 


-». rust, dirt 
chlorine taste 


.+. service 
breakdowns 
due to rust 


& sludge 


insures service satisfaction for all 
coolers, ice-makers! Clear, taste- 
free water... crystal ice...every 
day... in all locations. 


FILTRINE MFG. COMPANY 
53 LEXINGTON AVE ¢ B’KLYN 38, N. ¥ 


® Arkansas, Missis- 


9 Min. Roasts Chicken 
In Electronic Oven 


WALTHAM, Mass. — Raytheon 
Mfg. Co. is now offering restau- 
rants an electronic oven called 
“Radarange” that reportedly cooks 
an 18-lb. beef roast in 20 minutes, 
roasts a chicken in nine minutes, 
bakes an apple pie in six, and pre- 
pares a steak for serving in one 
minute. 

A table model of the oven sells 
for $1,875 and a console model for 
$2,975, according to D. T. Schultz, 
senior vice president. 

Radarange cooks with micro- 
waves, it was explained, and only 
the food becomes hot. Oven walls 
stay cool and utensils may be re- 
moved with bare hands, the com- 
pany said. 

Plans for selling the oven to 
householders are in the distant 
future, Schultz stated in his an- 
nouncement. 


Punxsutawney Names 
Barnes To Mid-South Area 


PUNXSUTAWNEY, Pa. — The 
Punxsutawney Co. has announced 
the appointment of G. S. Barnes 
as sales. repre- 
sentative in the 
mid-south. 

He will con- 
tinue to live in 
Memphis, Tenn. | 
and work with 
“Beverage - Air” 
distributors in | 


sippi, western 
Tennessee, west- 
ern Kentucky, @ gs, Barnes 


and a few coun- 
ties in southeast Missouri, Illinois, 
and Indiana. 
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American Gas Names 
Gordon to Regional Post 


ALBERT LEA, Minn.—Appoint- 
ment of Frank L. Gordon as re- 
gional sales manager for the Ice 
Machine Div. of 
American Gas 
® Machine Co. has 

_ been announced 
by R. J. Lickteig, 
sales manager. 

Gordon will be 
in charge of 
“Scotsman” ice 
machine sales for 
the territory in- 
cluding the upper 
midwestern 
states. He was formerly a regional 
merchandising manager for Carrier 
Corp. in Chicago. 


Toledo Schools To Install 
44 Milk Vending Machines 


TOLEDO—Plans for installation 
of milk-vending machines in 44 
Toledo public elementary schools 
were announced here recently by 
the city. 

The machines will be installed 
gradually in the schools. Four To- 
ledo dairies are to supply and 
maintain the vendors. Pupils will 
pay 5 cents for the half-pints. The 
dairies will receive a 3-cent Federal 
subsidy on each half-pint, through 
the Board of Education, it was 
further explained. 


F. L. Gordon 


Quin 


tl 
| 


AE 


| Restaurant & Bar Equipment yi; 


Saginaw Distributors, Inc. 


Announces Details of 


Reorganization of Its Commercial Department 


SAGINAW, Mich. — L. W. 
Beaver, president and _ general 
manager of Saginaw Distributors, 
Inc. here, has announced a reor- 
ganization of the company’s Com- 
mercial Refrigeration & Air Con- 
ditioning Dept. 

Saginaw Distributors, formerly 
known as Saginaw-York Refrig- 
eration Co., will enter the whole- 
sale distribution field in handling 
commercial refrigeration and air 
conditioning products. 

In the past, this organization 
was a York retail distributor op- 
erating a retail service business. 
In 1949 Saginaw Distributors be- 
came a wholesale distributor for 
Crosley appliances and since that 
time has been active in wholesale 
distribution of Crosley and Bendix 
products as well as electronic and 
television supplies to dealers in 
northeastern Michigan. 

Saginaw Distributors will con- 
tinue to function as a York whole- 
sale distributor, handling York 
products through franchised deal- 
ers. In addition, this organization 
will handle a complete stock of 
refrigeration and air conditioning 
supplies, parts, and equipment for 


the convenience of dealers and in- 
dependent servicemen. 

In line with this, Saginaw Dis- 
tributors has announced its asso- 
ciation with Tecumseh Products 
Co. as a wholesale distributor of 
Tecumseh condensing units in 
northeastern Michigan. 

Saginaw Distributors will main- 
tain a stock of Tecumseh compres- 
sors and condensing units. To 
round out the line of York and 
Tecumseh products, other lines of 
controls, accessories, and supplies 
are being set up by this company. 

Beaver said the reorganization 
of Saginaw Distributors’ Commer- 
cial Dept. is being handled by W. 
R. Laut, manager of the Commer- 
cial Div. 

Laut was formerly industrial 
sales engineer with Westerlin & 
Campbell Co. in Detroit, subsidiary 
of York Corp. He is a registered 
mechanical engineer and will pro- 
vide complete engineering assist- 
ance to dealers and servicemen. 

Roy Thompson, accessories sales 
manager, will continue in charge 
of sales of refrigeration acces- 
sories and supplies in addition to 
electronic and television items. 


a 


“If great to be 
a Carrier lcemaker 


Salesman 


says Ed. J. Marquez of New Orleans, La. 


"In the first place, it’s a great business. Because now 
icemakers are the hottest items in the commercial re- 
frigeration field. The market’s big and ready. And 
the Carrier Icemaker is the one icemaker that gives 


me plenty to sell. 


“Take savings. Every businessman, large and small, 
wants to cut costs today. If he uses ice, I can show him 
how a Carrier Icemaker can save his operation dollars 
every day, all year round. And using the Carrier financ- 
ing plan, | can show him how those same dollars can 
pay for the machine in a short time. | don’t just promise 
savings, | prove them. It’s language he understands! 


“But that's just the beginning! Almost any good ice- 
maker can promise ice bill savings of some kind. The 
Carrier offers savings PLUS an imposing list of fea- 
tures no other can match. Features like cubes and 
crushed ice from one machine, in a floor space of only 
24 by 25 inches. A unique self-cleaning action so 
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Cube-and-crushed ice models 
up to 200 and 450 Ibs. per day 
capacities. Flake ice models 
from 1000 to 2000 Ibs. daily. 


important in hard-water areas. A wide range of models 
with up to 200 and 450 lbs. per day capacities, plus 
interchangeable storage bins and icemaking sections 
that assure fitting model exactly to ice needs. And 


many others that mean savings in time, work and 


in your area, 


Nome 


money for anyone who uses ice. 


air conditioning 
refrigeration 
industrial heating 


CARRIER CORPORATION 
310 S. Geddes St., Syracuse, New York 


So far, the icemaker story sounds greot. Tell me more. 


oe ene are 


ST ae icccnp estes 


“I could talk for hours about these money-makers, 
but with such a feature line-up usually I don’t have to! 
Yep, it’s great to be a Carrier Icemaker salesman.” 


Let us tell you the whole great story . . . about the im- 
pressive list of salesmaking user benefits. About the 
attractive finance plans for both dealer and customer. 
About Carrier sales and service training. About the 
wide range of prosnects in every area. About the prize- 
studded salesmen incentive programs. And the posi- 
tive profit possibilities. MAIL THE COUPON. We'll 


tell you all . . . and the name of the Carrier distributor 
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What's New 


When requesting further information on new 
products, please use “Information Center” form. 


Extza Capacity Receiver 


Trailer Frame 


Kold-Trux Clutch 


Spindle Assembly 


Kold-Trux Drive Shaft 


Condenser 


Geared Live Axle (Power Source) © 


Compressor 


Stand-by Electric Motor 


Trailer Refrigeration System Runs Off Live Axle 


KEY NO. E-340—— 


LANSING, Mich.—A completely 
automatic and_ thermostatically 
controlled trailer refrigeration sys- 
tem operated off a live trailer axle 
has been introduced by the Kold- 
Hold Div. of Tranter Mfg., Inc. 
here. 

An addition to the “Kold-Trux” 
line of “Mobilmatic’” truck and 
trailer refrigeration units, the 


system is not connected in any 
way to the engine of the tractor. 
Thus, it leaves the engine and op- 
erating mechanism of the trailer 
free for normal maintenance and 
it puts no load on the trailer’s elec- 
trical system, the company 
claimed. 

In the Kold-Trux method, a 
geared axle (the same type of axle 
used for driving a four-wheel 


<> 
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Only the 


PLUS 


Flexibility —that’s the extra you get with 
Flexazone! Only Flexazone can be as- 
sembled 24 different ways, depending upon | 
available space—in the field. Only Flexazone 
allows you to add or change zones at any > 
time—in the field. And only Flexazone gives . 
you a choice of horizontal or angular air 
flow from the plenum. These exclusive fea- 
tures pay off in cheaper installation, greater 

_ design-freedom and lower costs—important 
benefits, whether you’re a contractor, archi- 
tect, engineer, or building owner! 


3301 MEDFORD STREET, LOS ANGELES 63, CALIFORNIA 
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levazone 


Central-Plant 
Air Conditioner 
Gives you 


D-H EXCLUSIVE DAMPER 


Want to learn more 
about Flexazone? Write for 
bulletin C-4.22. 


drayer-hanson ) 
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OR VERTICAL 
DISCHARGE! . 


Gives independent, __ 
variable control for 
as many as 7 
separate zones 


INCORPORATED 


truck) is substituted for a stand- 
ard axle on the trailer. As the 
trailer is pulled by the tractor, the 
rotation of the wheels rotates the 
live axle. 

This motion of the axle is 
transmitted to the condensing unit 
through a patented Kold-Trux 
clutch which eliminates all shock 
to the engine, transmission, or 
compressor. 

The Kold-Trux trailer unit has 
ample capacity for developing de- 
sired refrigeration under maximum 
operating conditions and tempera- 
tures, the company claimed. It will 
maintain any specified temperature 
from -20° to 50° throughout the 
entire trip regardless of its length. 

It can produce different tem- 
peratures in each compartment of 
a dual compartment body and dif- 
ferent temperatures on different 
trips. 

Kold-Trux trailer units are 
available in 2-hp. and 3-hp. models 
with single and twin condenser 
units. They are equipped with 
either a 2-hp. or 3-hp. electric 
motor for stand-by operation. 


“Waterless Console’ Units 
Announced by Williamson 


KEY NO. E-341 


CINCINNATI—New, “versatile” 
“Waterless Console AlIRefrigera- 
tion” units have been announced 

by Williamson 

Heater Co. 

The new units 
can provide com- 
plete space or 
duct type cool- 
ing, dehumidify- 
ing, and air 
filtering for 
homes, offices, 
stores, and res- 
taurants, or sup- 
plement present 

- warm air furnace 
* installations, ac- 
cording to the 


company. 
The Williamson pump down sys- 


tem “means easier control,” the 
company said. “Just set cooling 
thermostat at highest setting dur- 
ing winter.” 

The cooling units are sectionally 
designed for easy handling and in- 
stallation, it was pointed out. The 
units are 90% factory pre-wired. 

The base unit, which is 35 in. 
high, is designed for addition to 
forced air furnaces with adequate 
blower. For a gravity system, or a 
forced air system where the blower 
capacity is inadequate, the blower 
unit is added. The base unit with 
blower can also be connected 
directly to a duct system. A space 
cap converts the waterless cooler 
into a space unit. 

The waterless condensing unit is 
located outdoors. The outdoor unit 
contains the compressor, condens- 
ing coil and fan, receiver, dual 
pressure control, and sight glass. 

Only five major electrical and 
two refrigerant line connections 
are required on the job, it was 
noted. 


Rah Electrical pretien Tape Developed by 3M 


KEY NO. E-342 


ST. PAUL—An improved elec- 
trical insulation tape “for use in 
90% of the holding and insulating 
jobs in manufacturing and repair- 
ing electric motors, coils, trans- 
formers, and generators” has been 
announced by Minnesota Mining & 
Mfg. Co. 

Called “Scotch” brand electrical 


tape No. 39, the thermosetting 
paper tape features a pressure- 
sensitive adhesive that sticks on 
contact with 50% more “grab” 
than its predecessor. Yet the im- 
proved version of the tape sacri- 
fices none of its true thermosetting 
features, according to the manu- 
facturer, and its adhesive forms a 
permanent, solvent-resistant bond 
after curing. 

An important feature of the im- 
proved tape is its thinner con- 
struction, now only five mils thick, 
making it more useful where space 
is at a premium. 

The tape is expected to find in- 
creased use in such applications as 
anchoring leads, edging motor slot 
insulation, holding coil winds, and 
as an outside coil wrap where 
high tensile strength and tear re- 
sistance are a requirement. 


Frozen Food Case Defrosts 
Automatically at Night 


KEY NO. E-343-——— 


BALLY, Pa.—A new frozen food 
display case has been perfected by 
Bally Case & Cooler Co. that de- 
frosts automatically at night and 
returns to normal operation with- 
out any need to move the contents. 

There are no dividers or cooling 
coils in the middle of the case, the 
company noted. Packages remain 
dry and clean at all times, it was 
claimed. Every item displayed in 
the case is within easy reach for 
fast self-service, the company also 
stated. 

An 8-ft. 5-in. long case provides 
a capacity of 24 cu. ft., with 18.3 
sq. ft. of shelf area. A larger 11-ft 
4-in. long model has a capacity of 
32.9 cu. ft., with shelf area of 25.1 
sq. ft. 

Both cases, in any kind of 
combination, can be joined for end- 
less display. 

“Below-zero temperature’ in 
every inch of the case is provided 
by a compact cooling system de- 
signed especially for the new 
model,” Bally said. “The coil con- 
sists of copper tubing with alumi- 
num fins closely spaced to acceler- 
ate cooling action. A small, power- 
ful fan circulates the air rapidly 
over the coil for continuous, effici- 
ent refrigeration. 

“Ice which accumulates on the 
cooling coil during the day is com- 
pletely melted by tubular-type 
electric heaters. Melting action is 
controlled by a time clock set for 
2 a.m. 

The case then defrosts in 35 
minutes, and immediately returns 
to normal operation. 


Merchandiser Requires 
Only Electrical Outlet 


KEY NO. E-344———— 


PUNXSUTAWNEY, Pa.—A new 
refrigeration display has been in- 
troduced by The Punxsutawney Co. 

The merchandiser permits 23% 
more top display area and is de- 
signed to allow the most advan- 
tageous point of vision display, ac- 
cording to the company. This ad- 
dition to the Beverage-Air line 
can be moved around in the store 
because all that is required is an 
electrical outlet. 

Temperatures as low as 30° F. 
and as high as 45° F. can be main- 
tained. 


“Trouble-free performance . . . makes 
satisfied customers for me,” says Ernest 
W. Farr, Bell Refrig. Corp., Cleveland. 


TO GET ON tue most 


PROFITABLE FACTORY-DEALER TEAM 
IN THE BUSINESS, TIE UP WITH 


ed l-t-) mm 505 Carroll St., 
Brooklyn 15, N. Y. 


* COMMERCIAL AIR CONDITIONERS, 2 TO 25 TONS 

* RESIDENTIAL YEAR-ROUND UNITS FOR GAS OR O11 
*ROOM AIR CONDITIONERS, Vo, Ve, %, 1 HP. 

* PACKAGED HEAT PUMPS, RESIDENTIAL & COMMERCIAL 


AIR CONDITIONING 


Faster Turnover of Dairy Products 


with WARREN’S 
wes , 
ee eee ETT Teer it its A profitable sales maker for dairy prod- | 
1s ucts... does double duty too by introducing self- 
service packages of wieners, sausage, bacon, etc. | 
— All in all, a versatile, compact unit, yet | 
> me ° . . . 
‘a4 built for end-to-end installation with smooth, un- 
‘ho 18 broken lines. 
- Full-color, descriptive literature is now 
= available. Write for it ... it can introduce you to | 
substantially more profits in your business. | 
Only 342 inches wide, for easy 
clearance through a single 36-inch door. | 
P.O, BOX 1436, ATLANTA 1, GA. © EXPORT DIVISION: 354 S. SPRING STREET, LOS ANGELES 13, CAL. d 
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What's New (Con’) 


Admiral Freezer . . . 


INTERIOR VIEW of 1956 10-cu. ft. Admiral 

upright freezer (model 10U35) shows it loaded 

to its capacity of 350 Ibs. Listing for $199.95, 

it has four freezing shelves and two door 
racks. 


. . » Refrigerator-Freezer 


FOOD COMPARTMENT at the top of this 1956 

Admiral redesigned “up-side down" refriger- 

ator-freezer (model CU13120) provides easy 

access to fresh foods. This 12'%4-cu. ft. unit 
has a 120-lb. freezer. 


double duty as a humidifier. 


“Blo-Gun’ Cleaner for 
Condensers Introduced 


KEY NO. E-345—— 


LONG ISLAND CITY, N. Y.— 
Thomas C. Wilson, Inc., has placed 
on the market a “Blo-Gun” con- 
denser cleaner as an addition to 
its line of condenser assembly and 
maintenance tools. 

In the refrigeration field, the air 
or water operated cleaner is use- 
ful for removing soft deposits, such 
as mud, algae, and similar marine 
growths, from condensers. 

Light weight, minimum number 
of parts, long wearing quality, 
and rapid functioning are its prin- 
cipal design features. 
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Portable Cooler Doubles 
As Fon and Humidifier 


KEY NO. E-346—— 


LOS ANGELES A portable cool- 
ing unit for home or office use has 
been developed by the Utility Ap- 
pliance Corp. here. Known as the 
“CarryCool,” it is designed to pro- 
vide maximum room cooling. 

CarryCool can be plugged in to 
any electrical outlet. The unit has 
a built-in water pump. 

Because it has matching plastic 
louvers on front and rear, the 
CarryCool can also be used as an 
exhaust fan. In winter, it can do 
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450 W. FORT ST. 


For more information on What's New products, 
current literature and catalogs available, equipment - 
advertised in Ar Conpirioninc & REFRIGERATION NEws 
use Key Numbers where designated or specify products 
advertised and we’ll see that you receive this information 
promptly. 


What’s New or Current Literature Available 


Products Advertised 


(list name, page, and issue date) 
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Residential System Uses 


Minimum Floor Space 
KEY NO. E-347. 


STAUNTON, Va.— Air condi- 
tioner and gas or oil-fired furnace 
in one self-contained unit—that’s 
the RG and RO air conditioner 
offered by Westinghouse Electric 
Corp. 

In a single cabinet, the new unit 
combines a surface-type heat ex- 
changer and a removable cooling 
package. The year-round air con- 
ditioner is designed for homes of 
moderate heating and cooling re- 
quirements, and is available in 2- 
ton cooling capacity with a choice 
of either gas (72,000 B.t.u. per 
hour output) or oil (84,000 B.t.u. 
per hour output) heating. 


The RG or RO unit may be in- 
stalled without the cooling unit. 

The new combination unit re- 
quires little more floor space than 
the average heating furnace alone 
—only 6% sq. ft. The upper sec- 
tion of the unit consists of an effi- 
cient gas or oil fired burner and 
heat exchanger. The lower third is 
a compact 2-ton air conditioner. 


Temprite Water Coolers 
Offer Greater Capacities 


KEY NO. E-348—— 


BIRMINGHAM, Mich.—A newly 
designed evaporator that offers in- 
stantaneous cooling with storage 
contributes to 
the increased ca- 
pacities available 
in the 1955 line 
of Temprite 
drinking water 
coolers, Temprite 
Products Corp. 
announced re- 
cently. 

The line offers 
cooling capacities 
from 5.2 to 27 
g-p.h. at stand- 
ard rating conditions, the manu- 
facturer said. Maximum peak draw 
requirements are provided. 

A dual water flow control for 
either foot or finger-tip operation 
is offered as standard equipment. 

Dual thermostats for accurate 
temperature control and to prevent 
accidental freeze-up are also stand- 
ard equipment. 


Marley “AquaCooler’ Has 
Centrifugal Blower Fan 


KEY NO. E-349-———— 

KANSAS CITY, Mo.—The Mar- 
ley Co. here recently introduced 
the new “AquacCooler,” first Mar- 
ley water cooling 
tower to be 
equipped with a 
centrifugal blow- 
er fan. 


The Aqua- 
Cooler, an in- 
duced draft, 


counter - flow 
tower, is current- 
ly available in 
five models rated 
from 3 to 15 tons. 

“Marley AquaCoolers utilize 
both pressure spray system and 
redwood filling to achieve maxi- 
mum water break-up and cooling 
performance,” the company said. 

The 3 and 5-ton models are de- 
signed with horizontal air dis- 
charge from the back of the tower. 
Other models discharge air ver- 
tically from the top of the tower. 

“AquaCoolers may be installed 
with equal facility either indoors 
or outdoors, all models being de- 
signed for easy venting,” Marley 
stated. 

“AquaCooler basin and casing 
are constructed of heavy-gauge 
steel completely galvanized and 
undercoated for extra corrosion 
resistance. All parts of tower are 
easy to reach either through air 
inlet or removable access panel. 


SALES OPPORTUNITY IN. PACKAGED 


COMMERCIAL AIR CONDITIONER 
2, 3, 5 & 7 Ton Air and Water Cooled 
Ideal for commercial and industrial air conditioning. 


Includes hermetic refrigeration chassis, powerful 
blower section and air distribution plenum. 


RESIDENTIAL ADD-ON AIR CONDITIONER 
2, 3 & 5 Ton Air and Water Cooled 
Converts present warm air heating system to a year 


‘round air conditioning system with this powerful 
Mitchell Add-On unit. 


It pays to tie-in with MITCHELL the 
accepted name in air conditioning 


If you are an experienced Air Conditioning 
Contractor with an organization that can 
sell, install and service both commercial and 
residential air conditioners, Mitchell offers 
you a fabulous opportunity with a Direct 
Factory Franchise. Write today on your letter- 
head for complete information and literature. 


YEAR 'ROUND AIR CONDITIONING 
1%, 2 & 3 Ton Air and Water Cooled with 
Gas Fired Furnaces from 70,000 to 150,000 BTU/hr. 


For new construction and the replacement furnace 
market, these powerful year ’round air conditioners 


are versatile, compact, easy to install . . . 


to service. 


the easiest 


Dept.D-9 2525 N. Clybourn Ave., Chicago 14, Ill. 
in Canada: Mitchell Mfg. Co., 19 Waterman Ave., Toronto, Can. 
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ONE OF THE ADVANTAGES of the brine tubing made of du Pont's 
polyethylene resin is its ease of handling in the 


“Alathon" 
outdoor rink installation. A common penknife 


to cut the tubing to the proper length for clamping to the 


is all that's required 


4-in. brine supply mains. 


Plastic Pipe Use Expands 


Installation of Portable Outdoor Ice Skating Rink Illustrates 
Methods of Handling Polyethylene Coils 


WILMINGTON, Del. — Outdoor 
ice skating from November to 
April becomes a reality in this 
usually mild-temperature city with 
the opening of an 85 by 185-ft. 
portable rink on a hilltop location 
that will serve as a_ baseball 
diamond come summer. 

One of the first portable rinks 
to be installed alond the East 


Coast, its big advantage rests in 
the fact it can be quickly dis- 
assembled in warm weather to per- 
mit use of the site for other recrea- 
tional purposes. 

Barring weather delays, the en- 
tire rink can be installed and 
placed in operation in about six 
days, with dismantling time possi- 
bly a little shorter. 


BRINE PIPE made of 
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@ Get 


Condenser 


inc. 


(above) Heot- 
(below) Heat-X Shell and Tube 


ES i tN a gle et me 


THE MAGIC OF 


INNER-FIN Now IN 
CH CHILLERS ° IC CONDENSERS 


Yes, there's magic inside these Heat-X products. 


This “Inner-Fin Magic” makes the most compact Water Chillers, 
the most compact Shell and Tube Condensers on the market. 


You don't have to be a magician to see the results. . . 
increased heat transfer efficiency . . . 


@ Try Heat-X Water Chillers! 
@ Try Heat-X Shell and Tube Condensers! 


greatly 


minimum size . . . lower cost. 


the efficiency-cost-size advantages both offer! 
Write today for Specification Sheets. 


X Water Chiller 


BREWSTER «+ NEW YORK 
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“Alathon"™ 


Wilmington, Del. 


Portability is attained by the 
use of more than eight and a half 
miles of flexible plastic piping 
made from Du Pont “Alathon” 
polyethylene resin, providing a 
network of brine coils over which 
water is sprayed and frozen to 
provide a 2 to 3-in.-thick skating 
surface. 

Four electrically driven 35-ton 
Chrysler Airtemp compressors, 
equipped with Du Pont “Freon- 
22” monochlorodifluoromethane 
and mounted on trailer trucks, are 
used to provide 15° brine in the 
“Uniflo” system. 


4-MAN INSTALLATION CREW 


Installation of the outdoor rink 
is a simple matter, members of 
the four-man construction crew 
pointed out. A framework of two- 
by-four timbers, or “sleepers,”’ was 
laid down on a leveled section of 
a baseball diamond in the city’s 
Price’s Run Park, and 4-in. brine 
supply and discharge pipes in- 
stalled at each end of the rink. 

One-inch pipe outlets were 
welded into the 4-in. pipe every 
4 in. and 185-ft. lengths of the 
plastic piping were coupled with 
screw clamps between each outlet 
on the supply pipe and an inlet on 
the return system at the opposite 
end of the rink. The long lengths 
of polyethylene pipe were clamped 
on 4-in. centers on each of the 
“sleeper” timbers. 

After installation of a 3-ft.-high 
dasher rail around the perimeter 
of the rink, the entire area was 
covered with about 3 in. of saw- 
dust, the latter being leveled off 
at the top surface of the net- 
work of plastic piping. 

With 15° brine _ circulating 
through the system, water was 
then sprayed over the piping 
slowly until a 2 or 3-in. coating of 
ice was built up over the entire 
rink surface. 


PLASTIC PIPE IS LIGHT 


“Piping made from ‘Alathon’ 
polyethylene resin is particularly 
useful in such applications because 
of its light weight—less than one- 
tenth that of comparable steel 


polyethylene resin is attached” 
quickly and easily to the main brine supply mains with simple 
hose clamps. More than 8¥ miles of the plastic piping was used 
in construction of the portable 85 by 185-ft. outdoor rink in 
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WORKMEN SPREAD SAW- & 
DUST between the long 
lengths of plastic piping 
laid down over two-by- 
four-in. “sleeper” timbers 
on the leveled site of the 
skating rink. Sawdust is 
leveled off at the top of 
the plastic piping which 
carries 15° F. brine for 
freezing of the skating 
surface. 


“It also is flexible at tempera- © 
tures well below zero, resists cor- 


rosion from brine, a sometimes 
serious problem with metal piping, 
and, because of availability in 
rolis of any length, permits assem- 
bly of long runs without joints.” 


SKATING SHOULD BE GOOD 
UNTIL HIGH 60’s 
ARE REACHED 


Installation engineers said the 
system should provide good skat- 
ing until the outdoor temperature 
reaches the upper 60’s. 

The Wilmington rink has been 
installed as an experiment by 
Recreation Promotion & Service, 
Inc., a non-profit organization es- 
tablished by a group of com- 
munity-minded people interested 
in promoting recreation. 

The city’s Board of Park Com- 
missioners, which provided the 
Price’s Run Park site for the rink, 
has indicated that, if the experi- 
ment proves successful after two 
or three years’ operation, the city 
itself might consider installation 
of a permanent outdoor ice rink. 


5 MONTHS’ OPERATION 
EACH YEAR PLANNED 


Until that time, the portable 
rink is expected to provide guar- 
anteed, easily and economically 
maintained ice skating for at least 
five months of the year. In normal 
years, Wilmington has only two 
or three weeks of temperatures low 
enough to provide safe skating on 
outdoor ponds. 

Designer and manufacturer of 
equipment at the Price’s Run Ice 
Rink was Buildice Co., Inc., Chica- 
go. Piping of Du Pont “Alathon” 
polyethylene resin was provided 
by Yardley Plastics Co., Colum- 
bus, Ohio. 


EQUIPMENT TRAILER 
CONNECTIONS for the 
brine supply and return 
lines are shown in this 
photo. Refrigeration equip- 
ment inside the trailer 
cools the brine to 15° F 
for circulation through the 
Polyethylene piping that 
underlies the skating sur- 
face. 


REFRIGERATION 
and AIR 
CONDITIONING 
ENGINEER 


Graduate mechanical engineer with mini- 
mum 8 years’ broad experience in refrig- 
eration and air conditioning design and 
Project work. To render technical service 
to operating units and serve as a staff 
consultant on air conditioning and refrig- 
eration problems related to the company's 
overseas operation located in Saudi 
Arabia. 

Facilities include large central air con- 
ditioning plants with chilled water dis- 
tribution systems through entire communi- 
ties for residential and industrial © air 
conditioning totaling 14,000 tons capacity 
plus 700 tons of refrigeration for manu- 
facture of ice and storage of commissary 
supplies. 

Must be capable of planning for future 
expansion of facilities and recommending 
improvements and modifications to pres- 
ent equipment. Thorough familiarity with 
refrigeration equipment of all types, 
particularly new developments in the in- 
dustry, is also required. 

Two engi s are ded: one for work 
in Arabia, the other for the Project Engi- 
neering Group located in The Hague, 
Holland. 

Salary commensurate with experience and 
training. Write giving full particulars 
regarding personal history and work ex- 
perience. Please include telephone num- 
ber. 


Recruiting Supervisor, Box 44 
ARABIAN AMERICAN 


OlL COMPANY 


505 PARK AVENUE 
NEW YORK 22, NEW YORK 


JUST ASK US! 
Turn to “What’s New” Page for 
useful information on new products. 


pipe,” Du Pont said. 


That's testimony of Ranco’s leadership. 
And reasonably so, because Ranco 
Controls are tailored to your job... 
made better to perform better on every 


E> servicemen prefer tR ANCO 


installation. 


[Bu of 


Time you discovered, too, why Ranco 
Controls are as profitable as they are 
preferred. See your Ranco wholesaler 
today. Install Ranco... 


to be sure. 


Handy Replacement Reference 
Ranco Replacement Reference No. 1544 
lists almost 5,000 controls . . . the 
most complete line in the industry. 
Purchase yours from your Ranco 
wholesaler now. 


COLUMBUS 1, OHIO 
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Refrigeration Problems 


and their solution 


by Paul Reed 


For Service and Installation Engineers 


Paul Reed 


Safety Pays (1) 


The National Safety Council has 
originated and used many slogans 
in its safety campaigns over the 
years that have saved many lives 
and prevented many painful and 
maiming accidents. Of all these 
slogans, our favorite is “ACCI- 
DENTS DON’T JUST HAPPEN; 
THEY ARE CAUSED,” for this 
slogan gets at the real root of acci- 
dents. Accidents aren’t, like death 
and taxes, inevitable. 

It’s too bad that there is not 
some other word to apply to these 
tragic occurences. The very word 
“accident” carries the implication 
of pure chance or that the victim 
was just unlucky; that the mis- 
fortune was in the same category 
as the flip of a card or the turn of 
the roulette wheel. There should be 
some other word instead of “acci- 
dent”; some word that indicates 
that what occurred was the result 
of a chain of previous conditions 
and actions. 

If only one of those preceding 
conditions or actions were to have 
been changed, the whole chain 
might have been deflected, and a 
life may have been saved. If some- 
one would come up with another 
word to replace.the word “acci- 
dent,” and could so publicize it 
as to cause people to abandon the 
use of the word “accident,” it 
might bring home to all of us the 
realization that these tragedies are 
not “accidental,” but instead, are 
the logical results of some prevent- 
able previous conditions or actions. 


THE LIFE YOU SAVE 
MAY BE YOUR OWN 


Even though we may be “safety- 
minded,” all of us are prone to 
think of accidents as occurring to 
someone else—never to us. It is 
amazing how many close calls each 
of us have. Never a day passes 
but that we miss several fine 
chances of having an accident; 
all the way from tripping over a 
loose rug or one of Junior’s toys, 
to being run over by a behemoth 
of the highways, traveling on 16 
huge rubber feet. 

All of us have so many oppor- 
tunities for accidents that it is no 
wonder that once in a while one of 
them catches up with us. So an 
accident can happen to any of us; 
not one of us is immune. 


CONTINUOUS VIGILANCE 
IS THE PRICE OF SAFETY 


We are living in a fast, frantic 
age. We are going at a furious 
pace, and the ordinary person is 
almost constantly exposed to men- 
chanical hazards every way he 
turns: automobiles, streetcars, 
buses, trains, planes, elevators, 
revolving doors, slippery walks, 
thousands of electrical gadgets, 


etc. The list is almost endless. 

Considering the tremendous ex- 
posures we have, it is a wonder 
that there are no more accidents 
than there are, and the relative 
infrequency of accidents is a trib- 
ute to the designers and manufac- 
turers of equipment, and to the 
continual warnings of safety or- 
ganizations. 

Our best protection is our aware- 
ness of the dangers. Just as our 
caveman ancestors were constantly 
alert to predatory animals and 
their human enemies, we moderns 
have of necessity developed a 
“sixth sense” of being constantly 
on guard against the modern me- 
chanical and electrical booby-traps 
that lie in wait for us. 


CARELESSNESS 
IS SAFETY ENEMY NO. 1 


Trace any accident back, and in 
almost every instance, someone’s 
carelessness will be found. Rarely 
will deliberate intent to do harm be 
involved. Usually it is thought- 
lessness—another word for care- 
lessness and sloppy or lazy meth- 


ods. Sometimes the carelessness is | 


so flagrant that we call it “crim- 
inal negligence’; but where 
thoughtlessness ends and criminal 
carelessness begins is a very in- 
definite region. 


In some cases, the accident is 
directly or indirectly caused by 
someone else’s carelessness: — a 
workman’s carelessness in skinning 
a wire or taping an electrical con- 
nection, in tightening a nut or in 
leaving off a lockwasher; an in- 
spector’s carelessness in overlook- 
ing a flaw or a crack in a casting, 
or a poor weld or soldered joint; 
and on down the line through the 
crater, deliveryman, installer, and 
anyone else who directly or indi- 
rectly may affect the proper con- 
struction, installation, protection, 
and maintenance of a piece of 
equipment. 

In hundreds of trades and pro- 
fessions, carelessness is the major 
cause of preventable accidents; 
and most accidents can be pre- 
vented if everyone is more careful. 


WE CAUSE MOST OF 
OWN ACCIDENTS 


And yet, we are ourselves re- 
sponsible, directly or indirectly, for 
most of the accidents that happen 
to us; or putting it more simply, 
we cause most of our own acci- 
dents. We would rather blame it 
on someone else, but in most in- 
stances, we ourselves are to blame. 

Lots of times we know better, 
but we are in a hurry, we are wor- 
ried about something, we are tired, 
nervous, and maybe hungry, pos- 
sibly we are even sick, our minds 
are on something else, we are irri- 
table and would much rather be 
doing something else anyway. All 
these contribute to our own care- 
lessness that leads us to do danger- 


NOW... 
3/4” and 7/8” Sizes" 


LIQUID EYE 


ee eaten ena -. 


Indicators 


2,000 SERIES 


COMPLETELY ASSEMBLED, TESTED—cady for tine installation! 


LIQUID EYE « 


Features: ° 


Pyrex glass, double sealed at sides and ends. 
Spring loaded gaskets for positive sealing. 


e One-piece copper construction. 
Guaranteed to 500 psi. 


Sold by leading 
Wholesalers. 
Send for Catalog 
D-55, covering 
the complete 
Allin Line. 


. 
e Full line flow—no restriction. 
e Instant analysis of refrigeration condition. 


*larger sizes available soon 


MANUFACTURING COMPANY 


1153 W. Grand Ave., Chicago 22, itl 


ous things, and we wind up with a 
bad burn, a cut, a broken bone, an 
electrical shock, or the loss of an 
eye; and only a kind Providence 
keeps us from spending weeks in a 
hospital or from losing our lives. 


IN NATURE’S COURT, 
IGNORANCE IS NO EXCUSE 


Nature’s laws are inflexible, and 
often cruel, but they are just, for 
they fall on rich and poor equally. 
If we disobey them, we are judged, 
found guilty, sentenced and pun- 
ished, all in the bat of an eye. 
There is no appeal, no freedom on 
bond, and no stay of execution. 

And ignorance of nature’s laws 
is no basis for defense. Therefore, 
it will pay us to familiarize our- 
selves with these laws under which 
we live, work, and play, so that we 
can keep from breaking them and 
thereby paying swift and sure 
penalty. 

Aside from the physical pain 
and perhaps a lifetime handicap, 
which themselves should be suffi- 
cient deterrents, we just can’t af- 


ford the dollars and cents loss 


resulting from accidents. 

We read of costs of millions of 
dollars annually from lost time 
due to accidents in industry, but 
we are not highly impressed. Those 
were losses by big corporations, 
we think; and besides, that was 
someone else. It is when one of 
those accidents happens to us that 
we realize the cost. 

Big companies find that it pays 
them in dollars and cents to reduce 
the accidents in their plants, so 
they spend thousands of dollars 
to try and teach nature’s laws to 
their employes, and show them 
how they can keep from breaking 
those laws. 

If it is good business for com- 
panies with millions of dollars in 
their bank accounts, isn’t it good 
business too for us who cannot 
afford a loss of even a few days or 
a few dollars? 

In the next instalment we will 
try and point out some of nature’s 
most common hazards and how to 
avoid them. 


(To Be Continued) 


Alter Issues New Catalog 


CHICAGO—The Harry Alter Co. 
has recently issued its 1955 
Dependabook No. 162. The book 
contains more than 10,000 items 
with nearly 1,000 new products, 
parts, and supplies added, the com- 
pany said. All items are illustrated, 
priced, and described. A number 
of items have been reduced in 
price. 


Sporlan Releases 2 
Educational Talks 
With Colored Slides 


ST. LOUIS—Two new educa- 
tional talks using a variety of 
colored slides have been released 
by the Sporlan Valve Co. 

These lectures, for presentation 
by Sporlan’s field representatives, 
are now available to technical and 
educational societies, manufactur- 
er’s, wholesaler’s, contractor’s, and 
service organizations, 

One of the new presentations 
covers thermostatic expansion 
valves; their theory of operation, 
and application. 

The second, titled “Moisture, 
Inc.,” deals with the effects of 
moisture, stability of refrigerant- 
oil mixtures, formation of acids, 
and the performance of desiccants. 

These colored slide talks have 
been developed in such a way as 
to make them appealing to the 
technical engineer, the serviceman, 
and the layman, the company said. 

In addition to these new slides 
Sporlan offers illustrated talks on 
other refrigeration control .sub- 
jects such as solenoid valves, low 
side pressure limiting valves, and 
refrigerant distributors. 

Arrangements for these presen- 
tations may be made by contact- 
ing either the Sporlan Valve Co., 
it’s New York office, or the Sporlan 
representative in your area, 
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Exterior of two 15 hp blowers, part of a battery of eight, operated by Allen-Bradley con- 
trol, used to refrigerate the hardening room in the Sealtest ice cream plant, Pittsburgh. 


ALLEN-BRADLEY 
COMBINATION STARTERS 


goctae 


Simplicity of design is the top requirement 
of a dependable motor starter. The simple 
solenoid action of Allen-Bradley automatic start- 
ers... enclosed arc hood . . . maintenance free, 
double break, silver alloy contacts... 
, white cabinet in- 
. bonderized cabinet finish are out- 
standing features that you secure at no added 
cost when you buy Allen-Bradley solenoid starters. 


y 


solder pot overload relays . . 
terior . . 


simple 
design 


T 


reliable 


Only ONE moving part. . . 
secret of trouble free operation. 


Unuierd tn tee creaun plarit/ 


Why are Allen-Bradley Automatic Starters so Popular 
for Refrigeration and Air-Conditioning Service? 


> #2 


the There are no pivots, pins, 


hinges, or friction parts to 
cause trouble. 


Over the years, A-B starters have rendered such 


continuously reliable service to the air condition- 
ing and refrigeration industry that they have be- 


come “‘an accepted standard.” 


Allen-Bradley Co., 1313 S. First St., Milwovkee 4, Wis. 
In Canada: Allen-Bradley Canada Limited, Galt, Ont. 


money saver for you. 


= Vy 


The double break, silver alloy 
contacts never need cleaning 
or filing — a timesaver and 


relays 


Provide continuously reliable 
Protection to man, motor, and 
machine . . . your guarantee 
of trouble free operation, 


ALLEN-BRADLEY ouatity motor conrrois 
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eee 16 . AIR CONDITIONING & REFRIGERATION NEWS, MARCH 28, 1955 
eee Wizard Robbins & Myers 
ff . e,°@ 
e Western Auto Supply Co., 2107 Grand Ave., Robbins & Myers, Inc., 387 S. Front St., Memphis, Tenn. Room Air Conditioner. Models 
Kansas City, Mo. RCT RUC RUC RUC 
SES ee 651570 651580 631590 6.31595 ae 1 RR a Png hog on ae 
CAPACITY (Btu/hr)..... 7600 8600 11800 Pas. to eee ; : : 2 a 4 
aon. (in) DIMENSIONS (In.) Specifications of self-contained air conditioners were pub- 
RRR «ia 15 6 5 eee: a a a oe ——: in the previous (March 21) issue of AIR CONDITIONING 
oy .xin cies ees» « 25 25 25 25 Pes ecson 217 29 FRIGERATION NEWS. 
a elleatdee Sh 30% 30% 30% 36% EG cet etov ck cewre % 2946 M% 294% 
CABINET p= io ere Unfortunately, not all the data was put together in time 
Material ............... Plastic and steel aan ih) ........ 8 12% 12% 12% for publication in the March 21 issue. Specifications informa- 
2 snag Bons so hey — Window closing adapter. = Yes ow a Yes tion that did not get into the March 21 issue is published on 
GREED ok cccienses Open tesco lk <n eee i “sf this and the following page. 
TYPE «0... ececee creer Pushbutton SSS switch Knob p 
Thermostat .......... No Yes Yes Yes Thermostat .......... No —— Standard —— All the specifications on this page pertain to room air 
HEATING PROVISION . No HEATING PROVISION . No conditioners. 
AIR CAPACITIES AIR CAPACITIES 
Circulation (c.f.m.) ... 280 280 366 410 Circulation (c¢.f.m.) .... ~ 210 330 400 
Te ee 2 26 32 40 | ee She a ama a 25 50 30 
ELECTRICAL Ry catesn..+. ix. o 35 50 80 Crosley 
a 115 115 230 230 ELECTRICAL 
Total average watts..... 1180 81225 1680 =—-2300 Voltages ............... 115 115 115/208/280 208/280 Cresiey & Bendix Home Appliances Dive, Aveo Mig. Corp. 
Total amperes ......... 12.1 12.3 8.6 4.0 Total average watts..... 1000 1000 1450 1329 Arlington St., Cincinnati 25, Ohio 
Unit power factor....... 85 86.6 85 83.3 Total amperes ......... 11.8 11.5 is ACF50S* ACFT15S ACFT75D 
COMPRESSOR COMPRESSOR A Be ia Baa ACF33 ACF50D ACF75S ACF75D ACF100-33 
Mie 5 Sao % % 1 1% gd i % % % 1 DIMENSIONS (Inches) 
RES vb ce su pnse v2 1 1 2 2 Cylinders ............. 1 2 2 9 RS bat ickhy ces sis so0sencdin ney 13% 13% 15% 15% 15% 
NE aet 5k ive ones 1725 1725 1725 1725 elit: seaman mat Tecumech Mah soln Gtk cs so uaca ee ecdivecns 22% 22% 26% 26% 26% 
PCRs ethene ciseuscns Tecumseh Coe IES bit BOnan ceaddasvetenkecds 26% 26% 28% 28% 28% 
REFRIGE CABINET 
eran agla ea 3 AS eels do v2 0hcckdtie “F-12" ——— “F-22” Se cet nr rete Open 
0 Freon-22" Charge (0z.) ........... 18 24 28 26 a Fa eR Gree SC ede age Pushbutton 
Charge (0%.) ........... 18 18 23% 30 ie cnt SS ere ener ere Opt. Standard Opt. —Standard— 
FAN MOTOR + sablaoeee 3 - : HEATING PROVISION ............. No 
OO _* ee 1 1 1 1 ap P. Veapogeee toa 1550 1060/800 AIR CAPACITIES 
RS ile ds aiSibla sins » « 1030-820 =. Pus PuRAe aueA Teo 1/15 V15—«1/5 Circulation (c.f.m.) ................ 134 190-170 300 300-250 340-280 
NS eee ces, 1/15 1/15 1/12 % nS CeACA SERA ATE ATs evs a SE at ap ae aaa 35 35 50 50 55 
COIL COIL Nd Sli Unie code o kbd eRRA aa A de 70 95 150 150 165 . 
i Condenser (rows) ...... 3 2 3 3 ELECTRICAL 
Condenser (rows) ...... 2 3 4 2 Evaporator (rows) ..... 2 1 2 2 WU Cea oa ss, 5 sash ev base benkse ese 115 115 115/230 115/230 230 
Evaporator (rows) ..... 1 2 8 2 COMPRESSOR 
AIR FILTER AIR FILTER 0 OS ae ee % % % % 1 
eye, WAS Beate are Tet Aluminum mesh, permanent Type Cees cree eseesesees es —— Aluminum ——— Cylinders Perce reer ese eeesesseeeees 1 1 1 2 2 
Dimensions (% in.)..... 21x8x% Dimensions (% in.)..... we —_—_——_ 11%x19\% — REFRIGERANT 
NET WEIGHT ({lbs.) .... 210 220 240 260 NET WEIGHT (ibs.) .... 106 175 185 190 Po le st teeeeseeceecnceeeeenens “Freon-12"' or Genetron-12 
SPECIAL FEATURES SPECIAL FEATURES Dimensions (% in.) ................ 9x11% 9x11\% 11% x13%——_—_ 
Safe cradle mount allows adjustable extension into room, in Model CT5054, casement window type. Other models, Roto-Disc | NET WEIGHT (lbs.)................. 140 150 193 198 218 
addition to flush position. Director. SPECIAL FEATURES 
= *ACF50S has no thermostat, has single-speed fan, T models have climate timer. 
° ae ° ° Dearborn 
In air conditioning and refrigeration . . . 
Dearborn Stove Co., 1700 W. Commerce St., Dallas, Texas 
ee ry ee ee DACSO DAC% DAC 
CAPACITY (Btu/hr)............. 6000 9000 12000 
DIMENSIONS (In.) 
PRISE S 6.64 bs a ciavedacdesees 15% 15% 15% 
is ek cas nibdtaakviren «+ 26 26 26 
Ts bih'y-t.0.6 stn 0.09 aus Vee 02 27 27 27 
CABINET 
RS Oe bs, eelgdd ess ccd Metal 
Se 6% 6% 6% 
Window closing adapter........ No 
Cay ea et Concealed 
Rae Ga we cscs she leviens Pushbutton 
po ee ee Standard 
HEATING PROVISION ........ Yes 
i shih Uae 4 athGe iss) xebabh er Electric 
AIR CAPACITIES 
Circulation (c.f.m.) ........... 250 300 350 
DEE 400s cea Uae owe wi acs Wereee< 35 50 7 
SST ee eee 125 150 175 
ELECTRICAL 
CE Savvidetbaesceicccss«s 116 — 115/208/230 - 
Total average watts............ 950 1250 1350 
Tote) QUOTES. cccccccecsscess 13 14.5 9 
COMPRESSOR 
PEE GLEN ee Cais Vc bik diane wy % 1 
Ce Satin GU o's pawn ce cess be 1 1 2 
a LS 1725 1725 1725 
Mid thks CidGidcd's wae ube 6008s « Tecumseh 
REFRIGERANT 
/ UY. a ey, ee “F-12" — “P-" — 
- {- -{f=- - e FAN MOTOR 
EY, 0 Go-6 66 asd ib Ud heeds vas 1 1 1 
SP a pe ee ere — 1050-850 — 1140-850 
BET's WidbubpVi'ssag ness cbdenves e 1/12 1/10 ly 
COIL 
e . . ° ° Cond | See eee 1 2 3 
Strikes are a “must” in high-scoring bowling. The ball has rene ony Mig el AOA 1 3 3 
to hit the pocket— it’s got to be in the groove! AIR FILTER 
. TD ca keke Heetbeneeestinees Throwaway 
And advertising, too, is most resultful only when it hits the Dimensions (% im.)............ 8% x20x% 
a : . SS Sree 175 185 205 
pocket—is in the groove for a strike. eT et 
Advertising in The NEWS scores because The NEWS is EEO i elaine 
aimed at a specific target. It bowls over the headpin—and orston, Lin ? —_ 
sweeps the rest of the pins with it—it cleans the alley! The Forston Co., 1400 Conti St., Houston 2, Texas 
. * . Poe. ll a. ea een ees or oe eS TD 
The NEWS offers you the greatest strike potential in air ane honk a bis Pe ie ee 
conditioning and refrigeration because it influences the biggest RE *4 dah sudicdkyve as 15 15 15% 19 
P th : toe idl .. arrest Tr 26 26 26 28 
buyers and greatest salesmen in the nation’s most rapidly- RE aaa een 30 30 28 42 
expanding industry. CABINET | 
a eee — Steel — Steel & plastic | 
Projection (in.)* ....... Bs 15 ‘< 18 | 
SL hs ncew die +esaas Concealed 
* BE Dike causa ccsnces Knob 
eo eer er re Yes * 
Pin Tae : ‘ HEATING PROVISION . No 
The publication that “hits the pocket” for air AIR CAPACITIES 
conditioning, commercial refrigeration, house- ae & cim)t ... WH. sos bead 
hold refrigeration, freezers, component parts, Voltages ............00. 115/230 280 230 230 
and materials. Total amperes ......... i 6% 6% 6% 
gm 
* i eas eee | SE Oe ere % 1 1 2 
* Cylinders pies, «| cal 2 2 2 2 
ie sl vcap tases 1750 1750 
SN nich hte and 000 OU Lok — Copeland — Tecum. Cope. 
REFRIGERANT 
ET BTevenihvstacsncess —‘F-17"— “F-2" 8 “F-12" 
—— —— = ————— esas ial ites - Charge (08.) ........... 24 28 oe 48 
@ . FAN MOTOR 
y aa Re SS 2 2 2 3 
E Ak CONDITIONING é es. 1550 1550 15803880 
BE: dias cdcecooachs sys 1300/5 (iti H_CC(i‘éiN 
Fd COIL 
‘ fa Condenser (rows) ...... ; 4 4 4 
Evaporator (rows) ..... 2 2 3 
r Pt a Bc ha ate: Lee | AIR FILTER 
™ EE. witeeUdhs din cee dee Permanent 
450 W. Fort St., Detroit 26, Michigan Dimensions (% in.)..... —12% x15%— —16x19% — 
. has . NET WEIGHT (Ibs.) .... 200 225 225 350 
ey : 17; 134 S. LaSalle St., C 3; 15515 Detroit Ave veland 7. 
Po OMices: 521 Fifth Ave. New York 17; oe a « *Other models available in “flush” type. 
mea +C.f.m. and motor speed variable by use of 3-speed control. 
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Welbilt Crane 
Welbilt Stove Co., Inc., 5718 Flushing Ave., | Crane Co., 886 S. Mich. Ave., Chicago 5, Tl. 
Maspeth, L. L, N. Y. REE Se Sie... . fu cdth waa 4AC50 4A0%5 4AC100 
pene Ok CARE eee 550 575 590 5150 CAPACITY (Btu/hr)........... 6020 9040 12050 
IMENSIONS (In.) DIMENSIONS (I 
| Gee ee arene. 15% 15% 15% 15% Height rae 16 16 16 
Width ........-....seeees. 22% 22% 22% 26% acs sncihinks ses carne knee. ae 26% 261% 
Depth ........-eeee cree es 29 29 29 29 WI br hsecais.+.etienne, 29% 29% 2914 
CABINET CABINET 
Saat, ans aie Spek 6% 6% ies 6% 13% NR Dis do... aritnee vette Steel and plastic 
Window closi a ibe Te , No Pregection (im.) ... <0. .csccucus 10% 10% 10% 
Controls ... was E prer.. Open Window closing adapter....... No 
gabe PR Pushbutton Controls ....2-seeeeeeeee cee Concealed 
Thermostat 4eebEeene ss Standard Thorimabint CS ese apa Optional 
HEATING PROVISIONS We ea) or 2b ee et 
RR Re Electric | ais Oa Sol spp teeeeees No 
} Ss 
AIR CAPACITIES : 
Circulation (c.f.m.) Catered 200 300 325 425 Circulation (c.f.m.) rrr re te 250 300 375 
Bh aS cnaatisconesseers 100 150 150 200 | Fresh... 0. eee eee cece eee eees 65 75 90 
EE bbbiwinedscess ss. 200 250 275 300 | _ Mxhaust ........... sees cesses, 65 75 90 
ELECTRICAL | ELECTRICAL 
, ee aeee en 115 115 — 230/ _ So du he ccna de 4h6 vos 115 115/230 230 
Total amperes ........... 12 12 9 12 ow average watts............ 925 1200 1450 
oe ere er rer 12.3 14.3/7.0 8.0 
a ae % %4 1 1% | COMPRESSOR 
Cylinders SR Es 1 1 2 2 Ee eae % % 1 
Er tnkard 3 hid Aide as’ a i 1725 1725 1725 1725 PE RIORIROS 5.5 Woihe bec gcodbeceve Tecumseh 
I te i te ta das og aN Tecumseh REFRIGERANT 
REFRIGERANT | MR Tite kay ce b vc ceveaveveases — “F-12” — F-22” 
ce? Pee ee “Freon” 
CORPO COR) asc c ccc cecns: Under 2 Ibs. } a 1 1 1 
FAN MOTOR Ras iciid bon heats ot aye 6 840s oom 1020 1020 
SUE achat val os bie sass 2 2 2 3 bai hee oa vied haha nes iksacteeces 1/12 1/12 1/12 
PL at. ctuaVelewst cane’s 1500 1500 1500 1500 COIL 
COIL i P ‘ 
Condenser (rows) ....... 2 2 3 3 Pe (TOWS) ...-......5.. : 
Evaporator (rows) ....... 1 2 2 2 vaporator (rows) ........... 
\ ATR FILTER = Saree 
EE. Sse buns beepeances ss Permanent BUDO Sajpeacisenesscrcccsescecns Throwaway 
j Dimensions (% in.)......, 12x17 12x21 Dimensions (% in.)............ 10%2x21%x% 
NET WEIGHT (lbs.) ..... 170 174 183 196 | NET WEIGHT (lIbs.) ........... 215 225 235 


Capri 


Frigid, Inc., 128-168 32nd St., Brooklyn 32, N. Y. 


Model No. 


CAPACITY (Btu/hr)........... 


DIMENSIONS (In.) 


eee eee ee ee 


CABINET 
Material 
Window closing adapter...... 
Controls 


Thermostat ............... 


Typ 
ELECTRICAL 


Voltages .... eas ae 
Total average watts. 5 oekne teats 
Total amperes 

COMPRESSOR 
Hp 
CyBim@ere i .cece..cce sees. 
Make .... 


REFRIGERANT evo 


Typ 

FAN. MOTOR 
Number 
R.p.m. 
H 


Room Cooler Stocks-- 


(Concluded from Page 1, Col. 3) 


sales on 1954 units say that they 
are about out of merchandise, and 
can’t find any source in the Chi- 
cago area. 

. . . Sales of room units by Phil- 
co dealers in the first six weeks of 
1955 were said to be up 55% over 
the same period last year. 

. . With sales at a record pace 
thus far, and 1954 models account- 
ing for about 70% of the sales, 
some of the larger retailers are 
said to be shopping around for 
additional 54 models “at a price” 
to sell on a promotional basis. 

Prices on the 1954 bargains vary 
all over the lot. A popular figure 
on some 34-hp. models is “$199.95.” 
But in some areas, and on certain 
deluxe models, price slashes may 

} be in the range of $60-$80. 
Macy’s and Gimbel’s had their 
own private price war on ’54 room 
| air conditioner models recently in 
New York, with the figure going 
a down to as low as $159 for a 34-hp. 
unit. Models being offered were not 
the best-known brands, however. 
j In some cases, free installation 
and a year’s free service were 
| being offered as added induce- 
ments. 


7510 1020D 1500D 
9150 11500 14000 
16% 16% 16% 
26% 2614 2614 
30 30 30 
Plastic and steel 
Yes 
Concealed 
Knob Pushbutton Knob 
Standard 
- Yes 
Electric 
115/ 
200/230 208/230 208/230 
1450 950 
14.7 12.6 9.4 
% 1 1% 
1 2 2 
Tecumseh 
“7.99” 
1 1 1 
1000-800 1000-800 1000-800 
1% \% % 
. AAFP Permanent AAF 


® 


The specifications printed here 
raise the total number of manu- 
facturers represented to 112. 
Fifty-seven of these companies 
market room air conditioners, 
58 commercial air conditioning 
units, and 72 home cooling units. 


Home Cooling Systems 


A. 0. Smith Permaglas 


Permaglas Div., A. O. Smith Corp. 
Kankakee, IL. 


ACP100- ACP100- 
27, 29 47, 49 
ACM100- ACM100- 
Model No. ............ 27, 29 47, 49 
DIMENSIONS (In In.) 
PER xcevdccuvhpers 70 70 
WEEE kecccescedwtece 42 42 
Depth ............4.. 29 29 
COMPRESSOR 
CE Wit pidbeokecccare Hermetic 
~ krone taghacere Worthington 
TOT ey eee eT 2 3 
compansson MOTOR 
aad es cecbiceses 1-3 1-3 
Se akudbaesstedses 60 60 
a ee 230, 208/220 
CONDENSER 
ME Sate Pi tasivocscs Fin and tube 
Self-contained/remote Self-contained 
Cooling medium .... Water 
REFRIGERANT 
WED * Wives davacocczas ““Freon-12" 
Charge (lbs.) ....... 9 9 
BLOWER 
ME. ex 4 Gadd vcansees Yes 
PE Siis vbececroedecess 1 1 
| RES ee ee 1000 1200 
CONTROLS 
Temperature ........ Yes 
PE Wocdutdaticce No 
Oil (ACP), 
0 | eer Gas (ACM) 


SPECIAL FEATURES 

Models 27, 47 are single phase; models 
29, 49 three phase. Both heating and cool- 
ing in one package. 


Carrier Contest 
Offers Free Vacation 
For 2 as Top Prizes 


SYRACUSE, N. Y. — Carrier 
Corp. has launched the company’s 
biggest sales incentive promotion 
for 1955, it was announced recently 
by Arthur E. Meling, Carrier 
sales manager for self-contained 
“Weathermakers.” 

Billed as a Weathermaker “Slug- 
Fest,” the promotion ties in to the 
company’s line of packaged air 
conditioners. Top prizes are ex- 
pense-free vacations for two in any 
holiday resort in the continental 
United States, Mexico, or the 
Caribbean. One of these will be 
awarded to the winner in each of 
the four Carrier sales regions. 

All Carrier dealer salesmen are 
eligible to compete for these and 
for many other prizes, Meling 
said. The contest, which opened 
March 14, runs until midnight 
April 30. 

For each Weathermaker sold 
during this period, a retail sales- 
man will receive prize points re- 
deemable in two ways. He may 
choose one or more items from a 
56-page catalog of nationally-ad- 
vertised merchandise, or apply his 
points to a holiday vacation ar- 
ranged to his own specifications by 
American Express Travel Service. 

Weathermaker retail salesmen 
will also compete against each 
other for additional bonuses. Top 
men in each of Carrier’s 24 branch 
office areas wins a special prize 
point award. 

Determining factor in the 24 
special bonuses and the four top 
prizes will be the number of 
Weathermaker units sold, regard- 
less of size or prize points earned. 
Winners of the 28 capital prizes 
also earn membership in Carrier’s 
Weathermaker Hall of Fame—a 
special honorary award. 

Two special promotions, “Office 
Call” and “Fair Weather Days” 
have been developed by Carrier to 
aid contest participants. 

Retail salesmen qualify for the 
contest by filling out an entry card 
and sending it to the distributor in 
their area. 
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Shana pore Pe Air Condit: 


f 


Combination Unit. 


Shana 


(Concluded from Page 1, Col. 3) 
either oil or gas-fired (85,000, 
105,000, or 130,000 B.t.u. at bon- 
net). 

These combination models in- 
clude all heating and cooling con- 
trols, blower, and motor for heat- 
ing and cooling cycle, and a com- 
mon top over heating and cooling 
plenum which contains factory in- 
stalled automatic dampers. 

“This arrangement automati- 
cally provides the greater c.f.m. 
quantities needed on this cooling 
side,” the company said. 

Basic components of all Shana 
combination units include such 
parts as Tecumseh compressor, 
Brundage or Lau blowers, Minnea- 
polis-Honeywell controls, “F-22” 
refrigerant, all-steel heavy-gauge 
one-piece body construction, baked 
enamel cabinet, and built-in filter 
rack. 

The new units are in addition to 
the existing “Shana-Duo” line of 
2 and 3-ton air-cooled or water- 
cooled units in separate matching 
cabinets. The Shana-Duo consists 
of “Shana-Air” summer air condi- 
tioning unit or units in combina- 
tion with a Shana-Heat hi-boy or 
counterflow oil or gas-fired winter 
air conditioner. 

“The Duo units permit heating 
and air conditioning to be installed 
together, or separately, and in the 
air-cooled models features. the 
space-saving type of combination 
where no more floor space is re- 
quired than a standard furnace,” 
it was pointed out. 

“A great advantage to the 
Shana combination units,” the 
company said, “is that the builder, 
where desired, may install the 


complete combined unit less the 
refrigeration section for summer 
cooling. Then at a later date, either 
the builder or consumer can add 
the refrigeration section just by 
sliding it into the cabinet. oat 
“Construction of the equipment r 
is such that everything is accessi- 


ble. Furthermore, there are no 
complicated control arrange- 
ments.” 


Shaffer reported that simplicity 
of construction and design “will 
provide maximum performance 
with minimum operating and main- 
tenance cost.” 


Union Asbestos Names 
N. Y. City Distributor 


CHICAGO—Air Equipment Dis- 
tributors, Inc., New York City, has 
been named distributor for Union 
Asbestos & Rubber Co.’s air con- 
ditioning products in the New 
York metropolitan area, it was an- 
nounced recently by Chester S. 
Stackpole, general sales manager 
of Unarco’s Heating & Cooling 
Div. 

B. D. Maseritz, Air Equipment 
president, said a complete line of 
“Unarco” water chillers; package 
units, ranging in size from two 
through 60 tons; and “Dual- 
Vectors” would be stocked in their 
New York warehouse. 

According to Stackpole, Air 
Equipment will service dealers and 
jobbers in Manhattan, Queens, 
Richmond, the Bronx, Brooklyn, 
and Nassau and Suffolk counties, 
as well as northern New Jersey, 
including Newark and Hoboken. 


O. E. Norberg Resigns 
Crosley-Bendix Post 
To Form Own Firm 


CINCINNATI—O. E. Norberg, 7 
director of appliance engineering a 
for Crosley and Bendix, has re- 
signed to form his own firm, O. E. 
Norberg & Associates. 

Norberg has been with Crosley 
since 1941, and has been in his 
present position for the last six 
years. 

The new firm will be in the Rose- 
lawn Center building, Section and 
Reading Rds., Cincinnati. Norberg 
said his firm will act as consultant 
on product design and develop- 
ment, and also will serve several 
manufacturers as sales represen- 
tative. 
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IN THE LARGE “AIR COOLED” FIELD 


TEMPERATURE LIMITED 


have shipped large air cooled condensing units 
to the world’s hottest areas for over 7 years! 


TEMKON REMOTE AIR COOLED 


WEATHER PROTECTED WATER CHILLING 
PLANTS AND CONDENSING UNITS 


5 H.P. through 25 H.P. 


TEMPERATURE LIMITED 
BURLINGTON ROAD, FULHAM, LONDON S. W. 6 
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Week of December 14 
PATENTS (Continued) 


Milton L. Lindenberg and Leo R. King, 
Paribault, Minn. 
Oi 


1. Apparatus for producing and harvest- 
ing clear ice bodies comprising a liquid 
confining tank having bottom and side 
panels, a plurality of freezing elements 
mounted on the tank bottom below the 
surface of the liquid in the tank, said 
freezing elements being adapted to be 
connected to a refrigeration system for 
freezing portions of said liquid into solid 
ice bodies, means for releasing the ice 
bodies from said elements to float on the 
surface of the liquid in the tank, a shift- 
able agitating and removing paddle swing- 
ably mounted on said tank for movement 
into and out of the liquid thereof and con- 
structed with the lower edge portion there- 
of disposed in closely spaced relation to 
said freezing elements at the bottom of 
the arcuate swinging movement of said 
paddle, and driving mechanism connected 
with said paddle to produce arcuate 
swinging movement thereof into and out 
of the liquid in the tank to agitate said 
liquid in close proximity to the freezing 
elements and produce clear bodies and to 
carry the floating bodies released from 
said elements out of said tank while drain- 
ing the liquid from the bodies and deliver- 
ing said bodies to a storage location. 


2,696,893. ELECTROSTATIC PRECIPI- 
TATOR. Earl L. Richardson, Hyde Park, 


> ou 
‘NE hn = 

1. An electrostatic precipitator compris- 
ing a pair of parallel spaced-apart side 
walls of electric insulation, tie rods ex- 
tending into said walls, a first plurality 
of collector plates supported on said rods, 
a pair of spaced-apart metal side walls 
extending at right angles to said first 
mentioned side walls, said metal walls 
having portions bent over against said 
side walls of insulation and spaced from 
said tie rods, other tie rods extending 
through said side walls of insulation and 
said portions, and a second plurality of 
collector plates interspersed with said 
first mentioned collector plates supported 
on said other tie rods, the plates of said 
second plurality having clearance open- 
ings through which the first mentioned 


plurality having clearance openings 
through which said other tie rods pass. 


2,696,948. AIR CONDITIONING SYS- 
TEM. John W. McElgin, Philadelphia, Pa., 
assignor to John J. Nesbitt, Inc., Phila- 
delphia, Pa. 


L In an air conditioning system, a main 
conditioning unit having a blower and 
vertically spaced major and minor heat- 
ing elements, an auxiliary unit compris- 
ing a convection heating element posi- 
tioned apart from said main unit, means 
for conducting a supply of heating medium 
to said heating elements including a sepa- 
rate conductor for said major unit and 
a common conductor for said minor and 
auxiliary units, means for controlling the 
supply of heating medium in each of said 
conductors comprising a first thermostatic 
means positioned apart from said main 
unit and responsive to rises in tempera- 
ture to decrease the supply to said units, 
a second thermostatic means positioned 
in said main unit and responsive to rises 
in temperature for interrupting said sup- 
ply to said major element at a predeter- 
mined temperature rise, said first thermo- 
static means interrupting the supply in 
said common conductor upon a further 
temperature rise subsequent to interrup- 
tion of said major unit. 


DESIGNS 
173,674. AIR CONDITIONING UNIT 
FOR MOTOR VEHICLES. Joseph M. 
North, Arnold, Kans. 


173,675. AUTOMOBILE AIR CONDI. 
TIONER. Howard IL. Paulus, Phoenix, 
Ariz., assignor to Wright Mfg. Co., 
Phoenix, Ariz., a corporation of Arizona. 


® said switch actuating lever, a cam carried 


Week of December 21 


2,697,331. REFRIGERATION APPARA- 
TUS WITH PLURAL EVAPORATORS 
AND REFRIGERANT FLOW CONTROL. 
Elmer W. Zearfoss, Jr., Philadelphia, 
Pa., assignor to Philco Corp., Philadel- 
phia, Pa., a corporation of Pennsylvania. 
Application Sept. 13, 1952, Serial No. 309,-. 
435. 12 Claims. (Cl. 62—3.) 


1. A refrigerating system comprising a 
first evaporator adapted to effect cooling 
at temperatures within a predetermined 
range, a second evaporator adapted to ef- 
fect cooling at temperatures within an- 
other predetermined range and having its 
inlet end connected with the outlet end 
of said first evaporator, a condensing unit 
operable to supply refrigerant for feed- 
ing to said evaporators, a liquid refrig- 
erant and flash gas separator adapted 
to receive refrigerant from said unit prior 
to feeding to said evaporators, said sepa- 
rator having a lower portion and an up- 
per portion, said lower portion serving to 
collect liquid refrigerant and communicat- 
ing with the inlet end of one of said evap- 
orators, said upper portion normally serv- 
ing to pass flash gas and communicating 
with the inlet end of the other of said 
evaporators, a passage establishing open 
communication between said portions of 
said separator, and means operable to 
cause said separator to act as a percola- 
tor for raising liquid refrigerant from said 
lower portion into said upper portion 
through said passage. 


2,697,332. AUTOMATIC DEFROSTER 
CONTROL. Thomas W. Duncan, Evans- 
ville, Ind., assignor to Seeger Refrigera- 
tor Co., St. Paul, Minn., a corporation of 
Minnesota. Application June 12, 1951, 
Serial No. 231,185. 3 Claims. (Cl. 62—4.) 


1. In an automatic defroster control me- 
chanism for household refrigerators, the 
combination which comprises an electric 
timer motor for controlling defrosting, a 
shaft driven by said timer, a switch actu- 
ating lever biased strongly toward a cool- 
ing position, an electric switch including 
a cooling contact for controlling a motor 
compressor, and a heating contact for 
controlling an evaporator heater, and a 
common contact located in between the 
cooling and heating contacts to engage one 
or the other of them and biased toward 
the heating position less strongly than 


Moldings produced to 
your own prints afford the best 

seal, and easiest to install. You enjoy 
the savings Geauga makes possible 
by its manufacturing efficiency, em- 
ploying first-quality materials. For 
added sales appeal, Geauga can pro- 


by said shaft, said cam having a rise 
adapted to engage and move said common 
contact to cooling position for a prede- 
termined time period, and having a dwell 
of lesser radius, permitting said common 
contact to move under its bias to a heat- 
ing position, a latching member biased 
to latching position for engaging a shoul- 
der on said switch actuating lever, said 
switch actuating lever having a part en- 
gaging said common contact, a thermostat 
responsive to evaporator temperature and 
acting on said latch to move the latch to 
unlatching position upon attainment of 
a predetermined temperature of said evap- 
orator, the said heater contact being 
closed while said switch actuating lever 
is latched to heat said evaporator until 
said temperature is attained, when the 
thermostat unlatches the switch actuat- 
ing lever, which moves the common con- 
tact from the heating position into the 
cooling position by virtue of the stronger 
bias of the switch actuating lever against 
the lesser opposing bias of the common 
contact, said cam rise assuring a cool- 
ing period of predetermined length while 
said thermostat terminates the heating 
period when the evaporator has been de- 
frosted, as shown by its rise in tempera- 
ture to a predetermined value. 


2,697,333. COMBINATION REFRIGERA- 
TOR AND SPACE COOLER. Henry L. 
Weiss, Evansville, Ind. 


wall opening of the casing when the clo- 
sure means thereof is in an open position 
and whereby operation of the fan will 
draw air through the rear casing open- 
ing and will propel the air around said 
refrigerating unit to be cooled thereby and 
outwardly through the front wall opening 
of the casing when the closure means 
thereof is in an open position for cooling 
the space around and adjacent the refrig- 
erator and for defrosting the refrigerating 
unit. 


2,697,452. FLEXIBLE DUCT CONSTRUC-. 
TION. Addison B. Conroy, Long Beach, 
and William L. Kimmel, Los Angeles, 
Calif., assignors to Aeroduct, Inc., South- 
gate, Calif.. a corporation of California. 
Application July 3, 1952, Serial Mo. 297,- 
046. 6 Claims. (Cl. 138—56.) 


“ 

1. In a flexible duct, a fabric body, a 
reinforcing strand wound around said 
body having its turns spaced apart to 
provide flexibility in said duct and means 
for fastening the end of said strand 
which comprises a corrugated, rigid clip 
bound to the wall of said duct extending 
longitudinally of said duct sufficient to 
engage at least two turns of said strand, 
a circumferential passage confined between 
said clip and the duct wall thru which the 
end of said strand is passed, a hook on 
the end of said strand engaging said clip 
lying flat against the duct wall, said clip 
being bound to said duct by at least one 
turn of said strand, and a flexible cover 
layer overlying said clip and strand. 


2,697,474. HOT SEAL COOLING 


corporation 
of New Jersey. Application July 31, 1951, 
Serial No. 239,513. 15 Claims. (Cl. 154—42.) 


1. A hot seal cooling and setting appa- 
ratus for use with a wrapping machine in 
which heat is applied to the seals of a 
wrapped article to secure the overlapped 
portions thereof, comprising article sup- 
port means, means for forwarding wrapped 


articles having hot end seals along said © 


support means, spaced refrigerated mem- 
bers having cooling faces mounted at op- 
posite sides of said support means and 
positioned to engage said hot end seals, 
and a plurality of elongated ribs on said 
members adapted to be engaged by said 
hot end seals and maintain the major 
portion of the hot end seals out of initial 
contact with said cooling faces of said 
members, said ribs being operative to 
progressively dissipate the heat from said 
seals as said wrapped articles is moved 
by said means between said spaced re- 
frigerated members. 


2,697,553. CONTROL APPARATUS. Al- 
BR. L, a corporation of Delaware. 


Applica 
tion Sept. 22, 1950, Serial No. 186,145. 13 
Claims. (Cl. 236—44.) 


1. An apparatus including humidity re- 
sponsive means, means for varying the 
humidity, and control means actuated by 
said humidity responsive means to effect 


operation of said humidity varying 
means so as to maintain a preselected 
humidity condition, said control means in- 
cluding first means having a pair of co- 
operative elements operable when in a 
first relationship to effect operation of said 
humidity varying means and when in a 
second relationship inoperative to effect 


operation of said humidity varying means, 
second means operable responsive to said 
first means when in said first relationship 
to vary the relationship of said pair of 
elements of the first means from said first 
relationship, and limiting means asso- 
ciated with one of said pair of elements 
for limiting its movement from its posi- 
tion in said first relationship to an 
amount substantially equal to the differ- 
ence between said first and second rela- 
tionships, whereby said one element in 
moving from its position in said first re- 
lationship toward its position in said sec- 
ond relationship engages the limiting 
means before achieving said second rela- 
tionship and remains engaged with said 
limiting means until subsequent move- 
ment of said other element produces said 
second relationship. 


2,697,555. AUTOMATIC TEMPERATURE 
CONTROL SYSTEM FOR VEHICLE 
BODIES. Estel C. Raney, Delaware, Ohio, 
assignor to Ranco Inc., Columbus, Ohio, a 
corporation of Ohio. Application April 5, 
1952, Serial No. 280,709. 2 Claims. (Cl. 237 
—8.) 


1. In a system for controlling the tem- 
perature of the interior of a vehicle body 
into which air from the exterior thereof 
is directed through a heat exchanger and 
including a heat exchanger arranged to 
effect heat exchange with air passing to 
the interior of the vehicle body, means 
to pass a heat exchange medium through 
said heat exchanger, a control device for 
regulating the flow of heat exchange 
medium through said heat exchanger, a 
thermally responsive element to actuate 
said control device, said element includ- 
ing an expansible member having an 
elongated closed tube in communication 
with the interior thereof and containing 
a liquid which expands and contracts in 
response to increases and decreases in 
temperature thereof, the combination of 
a metal body disposed in the interior of 
the vehicle body, means to connect one 
end of said metal body in direct heat ex- 
change contact with the inside surface of 
a portion of a wall of the vehicle body 
having the outer surface thereof exposed 
to atmospheric air unaffected by said 
heat exchanger, and means to secure a 
section of said tube in direct heat ex- 
change relation with said metal body. 


(To Be Continued) 


Keeps Contact While 


In Service 


F. E. FIELDS 


“I recently returned from a second 
tour of active duty with the Air Force 
in Korea. If it had not been for the 
excellent features and information 
carried in the NEWS, I'm sure that I 
would have lost complete contact with 
our industry while away from it in 
Korea.” 

F. E. Fields, Director of Engineering 

Cc. L. Percival Company 

Boone, Iowa 
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DETROIT—A new round-carton 
packaging for flat rolls of Wol- 
verine copper water tube, refrig- 
eration tube, and automotive tube 
was announced recently by A. S. 

. ; Kingerley, manager of wholesaler 
sales for Wolverine Tube, Div. of 
Calumet & Hecla, Inc. 

Designed to save the wholesaler 
storage space, the new carton also 
acts as a reel for the installation 
serviceman. It is constructed of 
heavy corrugated board. The center 
is open to facilitate hand or over- 
the-shoulder carrying—or it can 
be rolled like a hoop to any job 


site. The outer edge is bound with 
tape printed with size, type, and 
length nomenclature and is color 
coded. 

In commenting on this new 
round carton, Kingerley said, “Our 
new packaging is completely func- 
tional. It is now possible for the 
serviceman to conveniently reel 
out as much tubing as he needs and 
leave the rest of the roll protected 
in the carton.” 


Frank Hansen of Lovelock, Ltd., 
Sydney, Australia Dies 


SYDNEY, N.S.W., Australia — 
Frank Hansen of Lovelock, Ltd., 
Australian refrigeration firm, has 
passed away, Eric Ebeling of Love- 
lock, Ltd. recently informed 
friends in the United States. 

Hansen was widely known in the 
industry. He attended the AIll- 
Industry Exposition in Chicago a 
few years ago. 


Stanhope Named Distributor 


ST. LOUIS—Stanhope Corp., 
5589 Pershing Ave., has been ap- 
pointed distributor for Frigkar and 
Pivot automobile and truck air con- 
ditioners. 


Baltimore Aircoil Names 
6 New Representatives 


BALTIMORE — Baltimore Air- 
coil Co., Ine., manufacturer of 
evaporative condensers and cool- 
ing towers, has announced the ap- 
pointment of six representatives. 

The new representatives and 
their territories are: 

Martin Eisenstein, Philadelphia 
—eastern Pennsylvania, Delaware, 
and southern New Jersey; James 
S. Adair, New Orleans—Louisi- 
ana and southern Mississippi; Tom 
Jones, Jr., Engineering Sales Co., 
Atlanta — Georgia; William J. 
Donovan, William J. Donovan Co., 
West Hartford, Conn.—Connecti- 
cut, western Massachusetts, and 
Vermont; D. P. Mandery, Dallas— 
Texas; E. W. Gifford, Ed. Gifford 
& Co., Milwaukee—Wisconsin. 


Melntire To Warehouse 
DFN Items In Atlanta 


LIVINGSTON, N. J.—The Mc- 
Intire Co. here now maintains a 
stock of all DFN driers, filters, 
strainers, and accessories at the 
warehouse of Hart Engineering 
and Sales Co., 132 Walker St., 
S.W., Atlanta, as an added service 
to the wholesalers in the south- 
eastern part of the country. 

Not only can the wholesalers ob- 
tain emergency shipments from 
this stock but they can also elect 
to have their regular orders 
shipped from Atlanta. 


Remco Appoints 
Clyde L. Webb Co. 


As Representative’ 


ZELIENOPLE, Pa.— Clyde L. 
Webb Co. has been appointed rep- 
resentative for Remco, Inc. in the 
sales of “Super- 
Flo” filter-driers, 
“Cross-Flo” drier 
filters, “EE-Z-See” 
liquid indicators, 
and “Frost-Tite”’ 
flare nuts to the 
refrigeration and 
air conditioning 
industry. 

Ken Newcum, 
Remco president, 
said the Webb 
company will be 
responsible for Remco sales in 
Texas, Louisiana, Arkansas, Okla- 
homa, Mississippi, and Memphis, 
Tenn. 

Clyde Webb’s experience in the 
refrigeration industry began with 
the Kelvinator Corp. factory in 
Detroit in 1926. This connection 
covered a period of 1044 years with 
assignments requiring consider- 
able traveling over many states. 
This time was about equally 
divided as field service supervisor 
and commercial sales engineer. 

After leaving the Kelvinator fac- 
tory, he entered a partnership busi- 
ness in Houston, Texas under the 
name of Farr-Webb Co., handling 
Kelvinator air conditioning and 
heating equipment with other 


Clyde L. Webb 


PROCUREMENT 


INFORMATION Unit cooler Fie with ‘ti 


volt motor and controller-note- 


23 ” ” 
115 


The following is a list of proposed procurements issued bythe 
various indicated U. 8. Government procurement offices. is 
list is compiled and made available dai 
Prospective bidders may obtain com .- 
to the puchasing officer under whic perehace te listed in 
this Synopsis. Be sure to identify completa the bid invitation 
ou wish by including in your request the description, the 
nvitation number or reference number as the opening date. 
It is not necessary to refer solely to the issuing office for 
additional data on a bid invitation issued by any of the follow- 
ing U. S. Army Ordnance Offices: Ordnance Tank sg ty 
Center; Detroit Arsenal; Frankford Arsenal; Picatinny Arse 


Raritan Arsenal; Ordnance Ammunition Center, Joliet, Ill.: 

Rock Island Arsenal; Springfield Armory; Watertown Arsenal: 
and Watervliet Arsenal. Complete information on an urchase 
listed by any of those offices alone can be obtain rom the 


Ordnance District Office nearest you. Its address is on file in 
your nearest Department of Commerce Field Office. Do not 
ask an Ordnance District Office for information x a purchase 
unless it is listed by one of the above-named offices. 


DEPARTMENT OF DEFENSE 


Invitations for Bids numbers will be followed by the letter 
“B.”’ Requests for p iy ee or = will be indicated in 
this column by the 1 me if numbe the number 
will be followed by the etter ‘Q"" 

Description Quantity Invitation ning 
No. Date 
Ft. Worth District, Co of Engineers, U. 8S. Army, 
Ft. Worth, Texas 7 
Airmens Club and Officers Job ENG-41-443 30 Mar 55 
Mess unit masonry | 55-86-B 
ring exterior wall con- 

struction, ‘mess eo 

mately 3425 SF- Club approximately 20729 SF-heating, air 

NE og a ae ee utilities connection olters 

Air Force Base eral ex 
Officer in Charge of Construction, Ninth Naval District, 

Bldg. 1-A, Great Lakes, Illinois 
Construction of a single story Job 42054 29 Mar 55 

General Storage arehouse 

approx 200 by 400 ft. with 

an office annex approx 20 by 134 ft. and a cold storage facility 

approx 50 by 130 ft. including refrigeration, heating and venti- 

lation systems, and miscellaneous rail work x work lo- 
cated at air force base bunker hill ind x $30 deposit required 
for plans and specs 

Chicago Quartermaster Depot, Quartermaster Purchasing Div., 

Chicago, Illinois 

Bid forms now available, do not request ote x ~ date: 


Refrigerators household 4 Apr 55 
12 cu. ft. cap: 

Door left side. 182 ea. 

Door right side. 273 ea. 


Fed. spec AA-R-211C, 
wiaeaes Engineer, Tulsa District, Corps of Engineers, Tulsa, 
oma 
Air condition chapel includ- Job (ENG-55-80B) 20 Apr 55 
ing installation of two 
condensing units, direct 
expansion coils refrigerant piping, water circulating piping, 
ductwork insulation and construction of a cooling tower at 
Altus Air Force Base, Altus, Oklahoma. 
Officer in Charge, Navy Purchasing Office, 180 New Montgomery 
St., San Francisco, California 


Test cabinet, sub-zero and 1 ea, (220-8585 - 29 Mar 55 
altitude, sea level to 80,000 55-P3-B) 
ft. Similar and equal to 
model 20ST-120 o as aad 
r. Inc., Union, N. J. 
San Francisco District Corps of Engineers, U.S. Army, 
180 New Montgomery St., San Francisco, California 
Cold storage and meat cutting Job ENG-04- 21 Apr 55 
building, Stead Air Force 203 -55- 
Base, Nevada. 501 B) 
Contracting Office, Clovis Air Force Base, New Mexico 
Remodel Buildings T-917 Job (IFB 29- 29 Mar 55 
and T-918, construct 605- 55-43) 
latrine and install heat- 
ing system and evap. cool- 
ing in two buildings. 
Contracting Officer, Mobile Air Materiel Area, 
Brookley Air Force Base, Alabama 
Fan Assy. Engine Cooling 27 ea. (01-601 -55- 1 Apr 55 
34 inch. 91B-PRIME 


CLASS) 
Directorate of Procurement and Peoguemen, Ogden Air 
Materiel Area, Hill Air Force Base, Utah 
Install Air Conditioning in Job (42-600-55- 
Hospital Bldg. Nrs. 8-156, 63B) 
S-163, S-164 and S-165. 
Officer in Charge, Navy Purchasing Office, Washington, 
Chilled water cooling coils 426 (FI IFB- 600- 12 hee BS 
type A-size 41 dw to 46 dw 55S) 
and 44-45 and 46 df. < 
Chilled water unit cooler- 42 = 
type B size 41 UW to 45 
¢ with 115 volt AC motor 
and controller. 


12 Apr 55 


above material per specs MIL-A-2939B dated 27 Aug 1953 and 
amendment No. 1 dated 17 Feb. 1954-with additional exceptions 
as indicated in the invitation. The material called for under 
this specification is of a type on the Navy qualified product-list- 
Quantities indicates are total of all types and sizes combi . 
———_— Air Materiel Area, Olmsted Air Force Base, 
Middletown, Pennsylvania 
(36-600- ) 


Refrigerator elec port. 31 Mar 55 
55-5192S 


1 ea 


GENERAL SERVICES ADMINISTRATION 
Description Quantity Betppetes Sop. me 


General Services Administration, ogee Service Center, 

ith & D Sts., S.W., Washington 

Replace ammonia compressor Yon (GS-R3- 31 Mar 55 
National Institutes of B-3401) 

Health, Building 5, 
Bethesda, Md. 

Incubator, low temp, 
biological. 

Cleaning of Condensers and 
Coolers, General Services 
Administration Building, 
Washington, D. C. 

Air conditioning units, 20 ea. 4H-59507-R 18 Apr 55 
window type. 

Business Service Center, General Services Administration, 

Region 8, Bldg. 41, Denver Federal Center, Denver, Colorado 

Cooling tower and water con- Job 321 4 Apr 55 
servation U. S. Mint, 

W. Colfax Ave., and 
Cherokee St., Denver, Colo. 

General Services Administration, 19th and F Sts., N.W., 

Washington 25, Cc. 

Remodeling LF and Job 49-194 15 Apr 55 
kitchen refrigeration, 
building No. 45, Saint 
Elizabeths Hospital, Washington, D. C. New refrigerator 
rooms and remodeling certain existing refrigerated spaces. 
Quarry tile floors. efrigerator equipment (compressors, 
motors, starters); unit heater. 


U. S. DEPARTMENT OF AGRICULTURE 


U, Degoetnent of Agriculture—CSS Administrative Service 
Divicion rocurement and ~repeesy Management Br., Room 
5716 South Blidg., Washington 25. 

To furnish and install air Job CSS-53-55-DC 29 Mar 55 
conditioning system at 

Montgomery, Ala. 


U. S. ATOMIC ENERGY COMMISSION 


U. 8. Atami Fey Commission Procurement and oe 
Branch, N. ffice, 70 Columbus Ave., New York 23 A 
Furnish By install an air Job 3061-55-46 os Mar 55 
conditioning system for 
the Conference Room, 5th 
Floor, 70 Columbus Ave., New York 23, N. Y. This is an in- 
terior room, approximately 20’ x 25’ in plan by 11’6” in height 
with an occupancy of 25 people. The air conditioning unit to 
be a 2 ton air cooled console unit with a remotely located air 
cooled condenser. The window condenser to be located in the 
northwest window of the nearby Lunch Room. 


CONTRACTS AWARDED THROUGH MARCH 22 


2M-54439AR 
(GS-R3-B- 
3690) 


1 Apr 55 
14 Apr 55 


3 ea. 
Job 


Vance Air Force Base, Oklahoma 
Air conditionin re ee to bid 
600-55-12.—Jo 95.—Long- Bell 

dolph, Enid, Okine 

General Services Administration, 50 Seventh St., N.E., 

Peachtree-Seventh Bidg., Atlanta 5, Georgia 

Contract for: New air conditioning.—Job, $11,179.—Dresco Me- 
chanical Contrs., 382 Linden Ave., N. a Atlanta, Ga. 

Bureau of Ordnance, Washington 25, D. 

Fin assemblies Mk 83 Mod 2.—5000, $134,900.—Liquia Carbonic 
Corp., Chicago, Ill. 

Commanding Officer, Fort McPherson, Georgia 

Install air conditioning system in Patton Hall Bidg. 2-J Fort 
McPherson, Ga.—Job, $88,674.—Agn Contracting Engineers, Inf. 
913 Boulevard, N.E., Atlanta, Ga. 

Purchasing and Contracting Office, Castle Air Force Base, 

California 

Replacement of Worn Evaporative Coolers on Base Buildin 
IFB 04-604-55-12.—Job, $35,241.—Carl C. De Wing Sheet Me 
Works, 1359 W. 17th St., Merced, Calif. 

General Services Administration, 49 Fourth St., 

San Francisco 3, California 

Replacing Condensers and Water Cooler in Air Conditioning 
System in the Post Office Bidg.. Phoenix, Arizona. Contract 
No. GS-09-4948-SF.—Job, $14,125.—Arizona York Refrigeration 
Co., 4115 North 7th Ave., Phoenix, Arizona. 

Bureau of Ships, ‘Washington, D. C, 

Frozen Food Cabinet (IFB-600-326-55-S).—76, $60,165. —Jordon 
Refrigerator Co., Inc., Philadelphia, Pennsylvania. 


T-803, Dental Clinic 34- 
umber Co., 228 E. Ran- 
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> allied lines. 
During the last World War he 


went to Washington, D. C. to work 
in the Refrigeration and Air Con- 
ditioning Div. of the War Produc- 
tion Board and subsequently with 
the Refrigeration & Air Condition- 
ing Section of the War Assets Ad- 
ministration. 


Mueller Opens Warehouse 
For St. Louis Area 


PORT HURON, Mich.—Opening 
of a new warehouse to serve the 
St. Louis area was announced re- 
cently by A. C. Dappert, general 
sales manager of Mueller Brass 
Co. here. 

The company has operated a 
sales office in St. Louis since 1939. 
This has now been moved to the 
new building. 

The modern warehouse, located 
at 2341 LaSalle St., contains over 
11,800 sq. ft. of floor space and 
will enable Mueller Brass to pro- 
vide prompt, efficient service to 
customers throughout Missouri, 
Illinois, Tennessee, Kentucky, and 
Arkansas, the announcement said. 


The St. Louis warehouse will 
carry a complete line of “Stream- 
line” copper tube and solder-type 
fittings; refrigeration tube, valves, 
fittings, and accessories; and plas- 
tic pipe and copper adapters, ready 
for immediate shipment. 

Edward Joern is the district 
sales manager, assisted by Louis 
Siemer. Andrew Tanner is the 
warehouse manager. 

Mueller Brass maintains 10 such 
warehouses strategically located 
throughout the United States. 


WANTED! —- Sales Manager 


Experienced in residential air conditioning or heating. Must 
possess ability and drive to build and run this department. 
Should possess good technical background to help field organi- 
zation get results. Compensation is moderate salary and generous 
incentive bonus on sales volume. This is a big job for an execu- 
tive capable of earning $15,000 or more. If you qualify, write 
immediately to Phil Gauthier, Personnel Manager, Remington 
Corporation, Auburn, New York. 


RATES for “Positions Wanted” $7.50 
per insertion. Limit 50 words. 15¢ per 
word over 50. 

RATES for all other classifications $10.00 
per insertion. Limit 50 words. 20¢ per 
word over 50. 

ADVERTISEMENTS set in usual classi- 
fied style. Box addresses count as five 
words, other address by actual word 
count. Please send payment with order. 


POSITIONS WANTED 


REFRIGERATION ENGINEER—5 years’ 
experience in product engineering and 
manufacturing. Desire position with small 
to medium size company. Interested in 
sales and customer contact along with 
other duties. Age 29. Mechanical Engineer- 
ing Degree. Will relocate. BOX A5201, 
Air Conditioning & Refrigeration News. 


GRADUATE MECHANICAL engineer, 32, 
registered, seven years’ experience in air 
conditioning and refrigeration sales to 
distributors and direct with manufac- 
turer. Well-suited to handle any engineer- 
ing. Seeks challenging position. Will re- 
locate. Prefer middle or south Atlantic 
states. Address BOX A5205, Air Condi- 
tioning & Refrigeration News. 


POSITIONS AVAILABLE 


WANTED—EXPERIENCED refrigeration 
service mechanic for commercial work in 
air conditioning and refrigeration. (Frigid- 
aire and Tyler dealer). Year-round work 
and good pay. Apply ALLIED REFRIG- 
ERATION COMPANY, 904 South Erie 
Highway, Hamilton, Ohio, or phone 
HAmilton 56-5306. 


WANTED—MANUFACTURERS’ represen- 
tatives now contacting commercial refrig- 
eration dealers in the following terri- 
tories: Chicago, Atlanta, Detroit & Fiori- 
da. Must be able to sell quality equip- 
ment: fast-growing line of special com- 
mercial refrigeration items of interest to 
established refrigeration dealers. Replies 
confidential. Write: Paul R. Stewart, 
Cc. SCHMIDT COMPANY, 1712 John 
Street, Cincinnati 14, Ohio. 


AIR CONDITIONING sales engineers. 
Would you like a set-up that would 
reward you with a return of 25% of gross 
profit on any order you produce for New 
York City area only? Answer this ad to 
arrange an appointment with a well ad- 
vertised firm having an excellent reputa- 
tion with over 25 years in air conditioning 
sales, installation and service experience. 
We require men capable of selling, esti- 
mating, and engineering large air con- 


ADVERTISING 


ditioning commercial installations. We 
provide capable assistance in selling— 
engineering if required. Please address 
all replies to BOX A5190, Air Condition- 
ing & Refrigeration News. 


WANTED FOR Tampa, Florida area, ex- 
perienced air conditioning sales engineer 
familiar with usAIRco equipment to sell 
on percentage of gross profits basis, Op- 
portunity to become member of firm. Send 
complete resume. Replies confidential. 
BOX A5202, Air Conditioning & Refrigera- 
tion News. 


SALES MANAGER for manufacturer of 
commercial refrigeration. Must have 
proven sales record and must be able to 
organize a retail sales force. If you meet 
these requirements, submit resume of 
personal and selling qualifications. In- 
quiries confidential. Our employees know 
of this. Write BOX A5203, Air Condition- 
ing & Refrigeration News. 


REFRIGERATED LUNCHEONETTE 
equipment sales representative. Long-es- 
tablished east coast manufacturer of 
quality refrigerated luncheonette equip- 
ment has several openings for active, ag- 
gressive salesmen in its new merchandis- 
ing and display cabinet division. Prefer 
those who are now successfully selling to 
ice cream manufacturers; who are able 
to sell our line together with the merchan- 
dise they are selling today, which will 
not conflict, and should do so with the 
knowledge of your present employer. 
Drawing account and commission. State 
territory you are now covering. Our men 
know of this ad. BOX A5204, Air Condi- 
tioning & Refrigeration News. 


EQUIPMENT FOR SALE 


ATTENTION SERVICEMEN: Save 25 to 
50% on your refrigeration parts. Send for 
our catalog of values today. Here is only 
one of our money saving offers. 1%” O.D. 
copper connections x 14%” overall vibra- 
tion eliminators, $4.65 each. Lot of 10, 
$4.00 each WALTER W. STARR RE- 
FRIGERATION SUPPLIES, 2838 Lincoln 
Avenue, Chicago 138, Illinois. 


| MISCELLANEOUS | 


PATENT FOR lease, sight glass indica- 
tor—outstanding—far advanced over any 
on market—patents issued. Following fea- 
tures: positive performance—instantly de- 
tects flash gas—refrigerant under charge 
— excess oil in system — air — eliminates 
guesswork—hermetically sealed. Only four 
parts in all—iow manufacturing costs— 
fast, easy assembly. BOX A5206, Air Con- 
ditioning & Refrigeration News. 
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NEW WEATHERTRON with greater capacity in smailer space 
shown here recessed in recreation room wall. 


G-E Heat Pumps-- 


(Concluded from Page 1, Col. 4) 
that direct price comparisons are 
impossible. 

He noted, however, that in terms 
of unit capacity (B.t.u.h.), in- 
stalled price reductions range up 
to 30% at the consumer level with 
the average saving somewhere be- 
tween 10 and 25%. 

A new replaceable hermetic sys- 
tem carries a five-year warranty 
on the complete refrigeration cir- 
cuit. General Electric pointed out 
that its five-year warranty on 
heating units is a radical departure 
from industry practice. 

The new Weathertrons have 
panels that can be papered or 
painted to go with any room decor. 
The units can be installed in rec- 
reation room, garage, attic, 
kitchen, living room, or even out 
of doors. They can be built into 
the wall if desired. 

Because the new models are 
more compact and all maintenance 
and service is done from the front, 
total space requirements in some 
cases are as little as one quarter 
as much as needed for the old 
models. Actual floor space occupied 
by the new models is 9.8 sq. ft. 
While the new models are nomi- 
nally rated for 3 and 5 tons of 
cooling, there is a basic change in 
performance which makes them 
applicable to larger installations 
than the former units, Brundage 
said. 

The two new sizes are designated 
WT44C and WT66C. The heating 
capacity of the 44C is 60% greater 
than the old 3-hp. unit while the 
heating capacity of the 66C is 36% 
greater than the old 5-hp. unit. 

Total heating capacities at an 
outdoor temperature of 20° F. are 
75,300 B.t.u.h. for the 44C and 
104,400 Btuh. for the 66C 
models. The two new units have a 
total net cooling capacity of 
39,000 B.t.u.h and 56,000 B.t.u.h, 
respectively, at ASRE conditions. 

Generally speaking, the 44C 
models will heat and cool a 6 to 
8-room house while the 66C models 
will condition a 7 to 9-room house. 

All models are housed in cabi- 
nets of identical dimensions: 29 by 
48 by 74 in. An air distribution 
plenum for inspace use on commer- 
cial and industrial jobs adds 10 in. 
to the unit’s over-all height. 

The results of the cooperation 
between other G-E_ laboratories 
and Weathertron headquarters in- 
clude development of a new trans- 
fer valve that is five times smaller 
than the combined valve system 
formerly needed; a new, more re- 
liable super-sensitive defrost 
switch; and fewer, less compli- 
cated, but more exacting controls, 
Brundage declared. 

Company officials noted that in 
many cases the new price levels 


OPEN VIEW of G-E Weathertron. 


will make the Weathertron system | 


competitive with systems using 
fuel-fired heating and conventional 
air conditioning. 

Heat pumps of the air-source 


type use only electricity and air. | 


In summer they pump heat and 
moisture from the home to the out- 
doors, leaving fresh, cool air in 
the home. In winter, they reverse 
themselves automatically, extract- 
ing heat from the outdoor air and 
pumping it indoors to heat the 
home. 


Distributor Files Suit 
To Stop Chain Store from 
Cutting Fair-Traded Items 


HARRISBURG, Pa.—In a suit 
filed in Dauphin County Court, 
Penn Appliance Distributors, Inc. 
asked that Joe, 
Friend, a chain-store concern, be 
enjoined from offering fair-traded 
Crosley refrigerators and Bendix 
washers at cut prices. 

The action was taken following 
publication in local papers of a 
full-page advertisement announc- 
ing price reductions on washers 
and refrigerators. E. A. Groene, 
president and general manager of 
Penn Appliance, filed the suit. 

Joe, The Motorists’ Friend, op- 
erates three stores in the Harris- 
burg area and 18 other stores in 
Pennsylvania and Maryland. 

Groene said his firm was ap- 
pointed Crosley and Bendix dis- 
tributor last January. Shortly after 
the appointment was effective, he 
declared, a full-page ad on these 
products appeared. 

“Efforts on behalf of our author- 
ized dealers to stop this cut price 
advertising were futile,” he said. 

Groene said the merchandise in- 
volved was purchased from the 
former area distributor two days 
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250 G.P.H. lots of 6 


Pumps to 
12 Ft. Head 


CONDENSATE PUMP 


$96" 


each 


$3995 
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Michigan RsEs Plans 
Annual Convention In 


Detroit April 15-17 


DETROIT—The Michigan State 
Association of the Refrigeration 
Service Engineers Society will hold 
its sixth annual convention in the 
Hotel Fort Shelby here on April 
15 to 17, the association has an- 
nounced. 

Program calls for a tour of 
Stroh’s brewery on Friday after- 
noon, educational talks and ladies 
program all day Saturday topped 
by a banquet and entertainment in 
the evening, and a speaker and 
films on Sunday morning. 

Speaker alignment for Saturday 
includes: 

J. D. Loveley of Airtemp Div., 
Chrysler Corp., on “Residential 
Air Conditioning Using Remote 
Air-Cooled Units.” 

Duane Merrill of Acme Indus- 
tries on “Combination Heating and 
Cooling by Water Chiller in Resi- 
dential Air Conditioning.” 

Frank Hawk of Brunner Mfg. 
Co. on “Brunner-Metic Compres- 
sors.” 

R. V. Martelli of Marley Co. on 
“Cooling Tower Installations— 
Good and Bad.” 

Bernard Friedman of Tenney 
Corp. on “Low Temperature.” 

Dan Pillow of Kold Hold Div. of 
Tranter Mfg., Inc. on “Truck Re- 
frigeration.” 

On Sunday morning, Don Taft 


of McCray Refrigeration Co., Inc. 
will speak on “Defrosting Self- 
Service Low Temperature Display 
Cases.” 

For RSES members, registration 
is $1, for non-members $2, and for 
ladies $1. 

The ladies program includes a 
visit to a WWJ-TV studio broad- 
cast and a tour of Hudson’s North- 
land Shopping Center. 


Natural Gas Compressor - - 


(Concluded from Page 1, Col. 2) 
the gas-powered drive will be sav- 
ings in operating costs, particu- 
larly in those areas where natural 
gas is available at low cost. 

Previously, natural gas-powered 
compressors have been deemed im- 
practical because the ratio of 
horsepower per ton of air condi- 
tioning has been generally in the 
nature of 3 to 1, Carraway says. 

The new gas-powered mechan- 
ism, he asserts, will operate at its 
full rated capacity using one brake 
horsepower of natural gas engine 
to one ton of refrigeration under 
typical summer conditions of 95° 
F. dry bulb temperature and 75° 
wet bulb. 

The high refrigeration-to-horse- 
power ratio is explained by Carra- 
way in the following manner: 

A driveshaft from the gas-driven 
engine turns a drum. This starts a 
similar drum on the compressor 
when it hits a pre-set speed. Thus 
the engine drum runs the com- 
pressor by friction, eliminating 


need for belts and pulleys. 

“The motor has no starting iner- 
tia to overcome,” Carraway states. 
“The starting load and the running 
load are all in one engine. Our 
engine is one-third the size of the 
conventional engine that would be 
needed for the same amount of re- 
frigeration.” 

Cobell Industries will market the 
gas-powered mechanically refrig- 
erated air conditioner as a package 
unit with its “Aqua-Fog” evapora- 
tive condenser, also developed by 
Carraway, which has been on the 
market for some time. 

Cobell is in the process of ex- 
panding facilities by 25,000 sq. ft. 
(current plant size: 45,000 sq. ft.). 

Cobell Industries, Inc. has 
planned a demonstration at its 
plant at Meacheam Field, Ft. Worth, 
at 2 p.m. on Wednesday, March 30, 
at which time the gas-powered me- 
chanically refrigerated air condi- 
tioning equipment will be demon- 
strated. 

Inventor Carraway will be on 
hand to explain the operation of 
the unit. 


Newcomb Named Carrier Dealer 


RALEIGH, N. C.—Appointment 
of Newcomb & Co. here as a dealer 
in Carrier air conditioning equip- 
ment was announced recently by 
James A. Rider, president of the 
Stahl-Rider Distributing Co. 

C. A. Newcomb, who heads the 
new firm, previously was associ- 
ated with John Norwood & Co., 
also a local Carrier dealer. 
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Extra capacity...distinctive appearance 


ROYAL-AIRE 


Efficient in operation and smart in appearance, the 
UNARCO ROYAL-AIRE is an air conditioner capable of 
conditioning rooms of many sizes and dimensions. 


The ROYAL-AIRE is styled to fit into most any back- 
ground. Four-way directional louvers, generous-sized 
components and a large, vertical cooling coil provide 
/maximum dehumidification and cooling. The exclusive 
| UNARCO pump-down control system guarantees instant 
cooling coil response and reduces system operating 
pressures. 


Available in 5 full-rated capacities, the ROYAL-AIRE is 
especially adaptable to many different and normally 
difficult kinds of installations. Being “demountable” into 
three sections, it is extremely easy to handle and install. 


For stores, offices, cafeterias or auditoriums, the 
UNARCO ROYAL-AIRE will do an efficient, dependable job 
of air conditioning. For further information and descrip- 
tive literature address the Heating and Cooling Division 


UNION ASBESTOS & RUBBER COMPANY 


For immediate delivery, order from . . . 332 South Michigan Avenue ¢ Chicago 4, Illinois 


TRACO INDUSTRIAL CORP. 


Nios 461 WEST 126 ST., N.Y. 27, N.Y. | UN-5-7700 | | 
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